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If  your  MILLENIUM  social  or  business 

CALENDAR  CALLS  FOR  FORMAL,  WE  ARE 
READY  TO  SERVE  YOU  AT  THE  Bay. 

From  our  own  stocks,  or  by  personal 
order  from  our  famous  makers,  your 
new  tuxedo  will  be  ready  for  your 

HOLIDAY  EVENTS. 


WE  LOOK  FORWARD  TO  SERVING  YOU. 


SAVE  $  1 00  on  all  Tuxedos 
Reg       $450  -  $695 
SALE   $350 -$595 


BAY 

BEDFORD   BAY  CLOTHING  CO 

Dartmouth,    MA 


77  State  Road,  Route  6      •      Next  to  Baker  Books      •       508.992.5700 
Mon,  Tues,  Wed  —  10AM  -  6PM  •  Thurs,  Fri  —  10AM  -  9PM  •  Sat  10AM  -  6PM     •     Sun  12Noon  •  5PM 


The  Eleventh  Hour 
Mattapoisett  to  Hold  Veterans  Day  Exercises 

The  Florence  Eastman  Post  280  of  the  American 
Legion  of  Mattapoisett  will  be  sponsoring  their  annual 
Veterans  Day  Exercises  on  Thursday,  November  11  in  the 
Old  Hammondtown  School  Auditorium  beginning  at 
11:00  am.  This  year's  principal  speaker  will  be  Major 
Dallas  L.  Eubanks,  United  States  Army,  of  the  Newport 
Naval  War  College. 

Major  Eubanks  is  a  native  of  Alabama  and  is  the 
son  of  Captain  Richard  D.  Eubanks,  a  former  Green  Beret, 
and  Penelope  Miller  Eubanks.  After  moving  to  Colorado 
at  age  12,  Major  Eubanks  attended  Green  Mountain  High 
School  in  Lakewood,  CO,  graduating  with  honors  in  1983. 
With  his  scholastic,  athletic  and  community  credentials, 
Major  Eubanks  was  awarded  a  four-year  Army  ROTC 
scholarship  and  attended  Arizona  State  University  in  the 
Fall  of  1983.  Major  Eubanks  entered  active  duty  in  1988 
following  his  commissioning  as  a  Distinguished  Military 
Graduate  from  Arizona  State  University  in  May  1987.  He 
holds  a  Bachelor  of  Science  in  Journalism. 

Currently  a  student  at  the  Naval  War  College  in 
Newport,  RI,  Major  Eubanks  has  also  served  as  Platoon 
Leader  and  staff  officer  in  Germany,  commanded  h*ro 
field  artillery  batteries  at  Fort  Hood,  Texas,  and  served  as 
a  Public  Affairs  Detachment  Commander  at  Fort  Stewart, 
Georgia,  with  the  Third  Infantry  Division  (Mechanized). 
He  was  promoted  early  to  Major  in  October  1998, 
recognized  by  the  promotion  board  in  the  top  seven 
percent  of  his  peers.  Major  Eubanks  has  deployed  around 
the  world  during  his  eleven-year  career,  including  a 
combat  deployment  to  Saudi  Arabia/Iraq/Kuwait  in 
1991,  a  deployment  to  Bosnia  and  Herzegovina  in  1998 
during  Operation  Joint  Guard,  and  Egypt  for  Exercise 
Bright  Star  in  1997. 

Major  Eubanks'  decorations  include  the  Bronze 
Star,  two  Meritorious  Service  Medals,  Army 
Commendation  Medal,  Army  Achievement  Medal, 
Armed  Forces  Service  Medal,  and  the  NATO  Medal. 
Major  Eubanks  was  also  permanently  awarded  the 
Valorous  Unit  Award  as  a  soldier  with  Second  Armored 
Cavalry  Regiment  during  Operations  Desert  Shield  and 
Desert  Storm,  and  the  Joint  Meritorious  Unit  Award  while 
serving  with  Supreme  Headquarters  Allied  Powers 
Europe  during  Operation  Joint  Guard. 

Major  Eubanks  is  married  to  the  former  Lisa  Rae 
Steiner  of  Canton,  Ohio,  and  has  one  daughter,  Hannah, 
age  3. 

The  program  of  events  for  Thursday,  November 
11  will  include:  Posting  of  the  Colors  (Mattapoisett  Police 
Department);  Opening  Remarks/ Pledge  of  Allegiance 
(John  DeCosta,  Post  Commander);  Prayer  (Michael 
Lamoureux,  Post  Chaplain);  Old  Hammondtown  March 
(Old  Hammondtown  School  Band);  Mattapoisett  Board  of 
Selectmen  (Barry  Denham,  Selectman  and  Acting  Veterans 
Agent);  America,  the  Beautiful  (Old  Hammondtown 


School  Chorus);  America /My  Country  Tis  of  Thee  (Old 
Hammondtown  School  Band);  God  Bless  America  (Old 
Hammondtown  School  Chorus);  Principal  Speaker  (Major 
Dallas  L.  Eubanks,  Newport  Naval  War  College);  The  Star 
Spangled  Banner  (Old  Hammondtown  School  Band  and 
Chorus);  Retiring  of  the  Colors  (Mattapoisett  Police 
Department). 

Special  thanks  are  extended  to  Major  Dallas 
Eubanks,  Stan  Ellis  and  the  Old  Hammondtown  Band, 
Paula  Roy  and  the  Old  Hammondtown  School  Chorus, 
Mattapoisett  Board  of  Selectmen,  Mattapoisett  Police 
Color  Guard,  Members  of  the  Mattapoisett  Boy  Scouts 
and  Girl  Scouts,  and  the  Veterans  Office  in  Mattapoisett 
for  organizing  the  ceremony. 


Major  Dallas  Eubanks,  United 
States  Army,  will  be  the  keynote 
speaker  at  Mattapoisett's  Annual 
Veterans  Day  Exercises  to  be  held 
on  Thursday,  November  11  at 
11:00  am  in  the  auditorium  of 
Old  Hammondtown  School. 
Major  Eubanks  is  a  decorated 
officer  currently  attending  the 
Naval  War  College  in  Newport, 
RI.  (Photo  courtesy  of 
Mattapoisett  Veterans  Office.) 


On  the  cover:  Mattapoisett's  iconic  seahorse  will  shortly  be 
leaving  for  a  brief  period  of  hibernation  during  the  winter 
months  where  it  will  undergo  a  much-needed  facelift.  Residents 
may  find  it  difficult  to  give  directions  without  referring  to  this 
tell-tale  landmark.  The  new  and  improved  seahorse  will  be 
dedicated  and  unveiled  as  part  of  a  new  public  park  at  the 
corner  of  North  Street  and  Route  6  under  the  auspices  of  the 
Mattapoisett  Land  Trust.  (Photo  by  Kenneth  /.  Souza). 
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Business  Services 

OPEN  YEAR  ROUND 

ACCOUNTING/PAYROLL  &  BOOKKEEPING 

INCOME  TAX  PREPARATION 

ELECTRONIC  FILING  FOR  BOTH  FEDERAL  &  STATE 

Small  Businesses  Our  Specialty 

(508)  763-3041 

18  Edwards  Lane  •  Rochester,  MA  02770 


Spooky  Parade 

Mattapoisett  Halloween  Parade  Winners 

Following  are  the  top  prize  winners  for  Best 
Costumes  in  each  category  at  the  1999  Mattapoisett  Police 
Annual  Halloween  Parade  held  last  weekend. 
Congratulations  to  all  who  participated! 

•  PRESCHOOL  -  First:  Light  House  (Liam 
Barley);  Second:  Lion  in  Cage  (Noah  Greany);  Third: 
Spider  in  Web  (Lydia  Mendell,  Haleigh  Dumas); 
Honorable  Mention:  Cowboy  (Dylan  Zell). 

•  GRADES  1-3  -  First:  Well-Endowed  (Colin 
Bono);  Bagpiper  (Micheal  Bertrand);  Witch  Green  (Sarah 
Koch);  Honorable  Mention:  Pumpkin  (Colten  Beaudry). 

•  GRADES  4-6  -  First:  Intestines  (Cody  Amaral); 


Leonard's  Cutters 
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Hairstyle.. 

Call  today 

for  an 

appointment 


•Pedicures  »Ear  Piecing 
•Facials  -Waxing  »Nailcare 

43Alden  Road,  Fairhaven 

at  the  Fairhaven  Center  for  Business 

Call  997-9968 

Mon.,  Tues.,  Wed.,  Sat.  9-5 
Thurs.  &  Fri.  9-9 


Second:  Genie  in  Bottle  (Samantha  Leblanc);  Third:  Old 
Lady  (Jennifer  Lennon);  Honorable  Mention:  Scarecrow 
(Camille  Adler). 

•  JUNIOR  HIGH  SCHOOL  -  First:  Nicole  Black; 
Second:  Sandwich  (Crystal  Longworth);  Third:  Two  Girls 
(Hannah  Blanchard,  Kyla  Hussey);  Honorable  Mention: 
Laundry  Basket  (Maryjayne  Menezes). 

•  HIGH  SCHOOL  -  First:  Matt  Savaria;  Second: 
Abbey  Dupont;  Third:  Caillan  Trahan;  Honorable 
Mention:  Mike  Raposa,  Danny  Mattar. 

•  ADULTS  -  First:  Keri  Duff;  Second:  Don  Cuddy; 
Third:  Nicole  Hamer  and  Friends;  Honorable  Mention: 
Gary  Bowman. 

•  SCARIEST  -  First:  Nick  Hamer;  Second:  Colin 
Spink;  Third:  Aaron  Spink;  Honorable  Mention:  Nick 
Lorenco. 

Mattapoisett  Selectmen's  Meeting 

November  2, 1999 

By  Kenneth  J.  Souza 

A  regular  meeting  of  the  Mattapoisett  Board  of 
Selectmen  was  called  to  order  on  Tuesday  November  2  at 
7:00  pm  by  Acting  Chairman  Barry  Denham.  Also  present 
were  Selectman  Ray  Andrews  and  Executive  Secretary 
Carol  Adams.  Selectman  Paul  Lambalot  informed  the 
board  iiuu  he  would  be  late  for  the  meeting. 

The  board  agreed  to  hold  approval  of  the  minutes 
from  the  October  26  meeting  pending  Selectman 
Lambalot's  input  and  then  met  with  Susan  Brauner, 
Assistant  Director  of  the  Wareham  Community 
Development  Authority  (WCDA)  at  7:05  pm.  Ms.  Brauner 
was  present  to  explain  Mattapoisett's  participation  in  her 
department's  Regional  Housing  Assistance  Program.  The 
program  is  now  offered  to  residents  of  Marion,  Rochester 
and  Bourne  (Buzzards  Bay)  and  provides  direct  low- 
interest  home  rehabilitation  loans  based  on  annual  family 
income.  Ms.  Brauner  wanted  to  know  if  Mattapoisett  is 
also  interested  in  becoming  a  member. 

Income  eligibility  requirements  for  residents  of 
Mattapoisett  would  range  from  a  maximum  of  $26,000  for 
a  family  of  one  to  $49,000  for  a  family  of  eight.  The  loans 
may  be  used  to  fund  plumbing,  wiring,  carpentry,  lead 
paint  removal,  insulation,  storm  windows,  caulking, 
heating,  and  other  repairs  needed  to  bring  property  to 
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Know  Your  Rights... 
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■  You  have  the  right  to  choose  which  company 

replaces  your  glass.    It's  your  choicel 

We  are  authorized  by  atl  the  insurance  companies  to  replace  your  auto 

glass.  We  accept  all  the  insurance  companies  payment  schedules  as  lull 

and  total  payment  so  it  will  not  cost  you  extra  to  come  to  Glascr. 

Insist  on  the  Bestl  Insist  on  Glasefl 


"C3lma»r  *>v  tvamo. 


llmlmr  hy  Trmd*> " 


GLASER  i 


-FAST 

•  FRIENDLY 
•INSURANCE  APPROVED 

•  LARGEST  STOCK  IN  AREA 


TOLL  FREE:  1-800-942-6444 


1-6497 


The  Wanderer 


November  4, 1999 


/y,  Happy 

I  Thanksgiving 


fTljat# 


■  lHanKsgrving     «|jp$M 

Wk  m  (fin 


Fairhaven 

Route  She 
355  Huftle*ton  Ave 


Your  Holiday 

Headquarter 

990OT2* 


"Where  the 
fishermen  eat." 


established  housing  code  standards.  The  WCDA  will 
provide  loans  for  up  to  25  years  at  an  interest  rate  of  five 
percent  on  a  direct  monthly  payment  basis  or  through  a 
Deferred  Loan  or  a  Deferral  Agreement. 

"We're  offering  a  really  good  program  that  has 
done  well  in  Wareham,"  Ms.  Brauner  said.  "This  is  really 
a  pilot  regional  program  ...  next  year  we  go  statewide." 
The  board  unanimously  voted  to  endorse  Mattapoisett's 
participation  in  the  WCDA  Regional  Housing  Assistance 
Program.  Those  interested  in  more  information  about  the 
program  should  call  Ms.  Brauner  at  295-9344. 

The  board  then  reviewed  the  proposed  license 
and  fee  increases  as  discussed  at  a  previous  meeting.  They 
again  suggested  tabling  a  decision  on  the  matter  since 


10th  ANNIVERSARY  SPECIALS 

Deep  Fried  Shrimp  Roll  $5.95 

Baked  Stuffed  Shrimp  $6.95 

Grilled  Shrimp  Over  Pasta  $6.95 

(cajun,  lemon  garlic,  or  japanise) 

Sauteed  Jumbo  Shrimp  $8.95 

(pizziola  or  mozambique) 


'Guaranteed  Freshest  Seafood  Around" 


Restaurant: 
Seafood  Market: 


HOURS 

Mon.-Thur.  11-9 

Fri.  &Sat.  11-9,  Sun.  12-8 

Sun.-Thurs.  10-6 

Fri. -Sat.  10-7. 


Restaurant  758-3117    Market  758-31 1 3 
83  Marion  Road,  (Route  6)  Mattapoisett 


Independent  &  Assisted  Living 

Creating  a  Lifestyle  to  Meet  Your  Needs 

•  60  Studio,  One-  &  TWo -Bedroom  Apartments 
•  Lovely  Courtyard  &  Patio 
•  Gracious  Dining  (three  meals  a  day) 

•  Stimulating  Social  &  Cultural  Activities 

•  24-hour  Qualified  Compassionate  Staff 

•  Alzheimer's  &  Respite  Programs 

•  Personal  Care  Services 


Alden  Place 

508-994-9238 

J§J.       391  Alden  Road  ♦  Fairhaven  ♦  www.newtonseniorliving.com        [5 
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Are  Your  Teeth  As  Bright 
As  They  Can  Be? 


If  you're  looking  for  a  whiter,  brighter  smile,  look  no  further 
than  your  dentist.  We  have  options  to  fit  your  style  from 
bleaching  to  veneers.  You'll  be  thrilled  with  the  results. 

Louis  P.  Kenyon,  D.M.D.,  P.C. 


109  Fairhaven  Road 
Mattapoisett 

(508)758-4818 


53  Marion  Road 
Wareham 

(508)  295-8800 
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PETER  B.  HODGES 


ACCOUNTANT 


Complete  Accounting  and  Payroll  Services 

•Proprietorships 

•  Partnerships/LLC's 

•Corporations 
Complete  Income  Tax  Service 

•Individuals 

•Partnerships 

•Corporations 

•Trusts  and  Estates 

•Non-profit  organizations 


Member:  Quickbooks  Professional 
Advisors  Program 

Specializing  in  Quick  Books®  Software 
and  Consulting 


8  County  Road 

Route  6 

Mattapoisett,  MA  02739 


Tel.:  758-2460 
FAX  :  758-3170 
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^                   10  Union  Wharf 
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Selectman  Lambalot  had  reservations  about  any 
substantial  fee  hikes.  Resident  John  Atkinson  questioned 
the  need  to  increase  fees  at  this  point  other  than  the  fact 
that  they  hadn't  been  raised  in  some  time  according  to 
press  reports.  "Is  that  the  only  reason  for  increasing 
them?"  he  asked.  "Shouldn't  this  go  before  Town 
Meeting?" 

Selectman  Denham  assured  Mr.  Atkinson  that  the 
ability  to  set  fees  lies  solely  with  the  Board  of  Selectmen  as 
licensing  authority.  He  also  stressed  that  the  Town  Hall 
needs  to  take  in  some  money  to  support  public  services. 

Under  incoming  correspondence  for  the  week,  the 
board  received  a  letter  from  Police  Chief  James  F.  Moran 
advising  that  he  has  appointed  Officer  Mitchell  Suzan  as 
the  department's  School  Resource  Officer.  The  position  is 
funded  over  a  three-year  period  by  a  $60,000  COP's 
Federal  Grant.  The  money  will  be  used  to  replace  Officer 
Suzan  on  his  normal  shift  while  he  is  on  duty  at  the 
schools. 

Water/Sewer  Superintendent  William  Nicholson 
sent  notification  that  the  water  main  flushing  program 
will  be  conducted  from  November  8  through  November 
24  in  Mattapoisett.  Flushing  will  begin  on  November  8 
from  8:00  pm  to  2:00  am,  and  will  continue  November  9 
through  24  each  day  from  9:00  am  until  4:30  pm. 
Residents  may  notice  some  discolored  or  red  water  along 
with  periods  of  low  water  pressure  during  the  flushing 
program. 

The  Division  of  Marine  Fisheries  sent  notification 
that  the  waters  and  flats  inclusive  within  the  area  defined 
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PLUMBING  &  HEATING 

Residential  &  Commercial 

Mattapoisett  and  Surrounding  Area 

758-2455 
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c»xX  E.  Robert  Garde  u'ce 

P.O.  Box  422,  Mattapoisett,  MA  02739 
Master  Plumber  #9794  -  Licensed  Men 
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NEW  CONSTRUCTION 

ADDITIONS 

ALTERATIONS 

SIDING 'PAINTING 

PRESSURE  WASHING 


NEW  ENGLAND  HOME 


Repair  •  Remodeling    BUILDERS 

CRAIG  M.  MECHLER 
"Professional  Workmanship  •  Outstanding  Results" 

MA.  REG.  #  102018 

758-3412 


as  Leisure  Shores  Marina  in  Mattapoisett  is  now  open  to 
the  taking  of  shellfish,  effective  November  1  through 
April  30.  The  DMF  also  advised  that  the  waters  and  flats 
of  that  portion  of  the  cove  east  of  the  Mattapoisett  Town 
Landing  is  now  closed  to  the  taking  of  shellfish,  effective 
immediately. 

Resident  Edward  Camara  Jr.  next  sent  a  letter  to 
the  board  expressing  his  interest  in  serving  on  the  Marine 
Advisory  Board.  The  board  agreed  to  place  Mr.  Camara's 
letter  on  file  for  consideration. 

Public  Prosecutor  Harry  Schmitt  Jr.  next  sent  a 
request  to  the  board  to  set  up  a  meeting  with  the  five 
Police  Chiefs  from  Mattapoisett,  Marion,  Rochester, 
Wareham,  and  Carver  to  discuss  the  Public  Prosecutor's 


CD. 

Alternatives 


8% 


8.5%  on  amount  over  50,000 

$10,000  Minimum 

Peter  P.  Briggs  Insurance  Agency,  Inc. 

19  County  Road,  Mattapoisett,  MA 
(508)  758-6929 

David  A.  Perkins  -  Andrew  P.  Wingate 


Nick's  Homemade  Pizza 


For  Fast  Service 
Call  758-2277  or  758-3337 

or  fax  orders  758-2931 

27  County  Road  (Route  6) 

Mattapoisett 

Open  7  Days  -Sun.-Thurs.  10am  to  10pm, 
Fri.-Sat.  10am-10:30pm 


Quality  Service  Since  1976 


SOUP  of  the 
DAY 
•Kale 


HELP  WANTED 

No  Experience  Needed 


•  Draft  Beer 

•  Wine 

•  Fast  & 
Courteous  Service 


Try  Our 

Pasta  with 

Marin ar a  or 

Meat  Sauce 


•  Best  Homemade 
Pizza,  Subs  &  Salads: 

Grilled  Steaks,  Grilled  Chicken, 
Grilled  Veggies, 
and  Fresh  Turkey. 
Homemade 
Meatballs,  and  Sauces. 
Fresh  Roast  Beef  and  Steak, 
Specially  Seasoned  and  Cooked. 
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Senior  Citizens 
Services 

The  Convenient  alternative  for 

Fingernail  &  Toenail  Trimming 

in  the  privacy  of  your  home. 

Salon  opening  soon  for  toenail  & 

fingernail  trimming,  manicures, 

pedicures  and  acrylic  nails. 

Call  for  more  information. 

Affordable  Rates 
(508)  996-1658 

MA.  Lie.  Nail  tech. 
Mention  this  Ad  and  get  10%  Off  Any  Service 


MATTAPOISETT 

Mobil 


AMEX 


OPEN  6  am  ■  7  Days  a  Week 

Free  Estimates 

37  County  Road  •  (Route  6)  758-3077 


$4  7.95 

m    with  this  coupon 

Please  present  coupon  when  making  appointment 

LUBE,  OIL  &  FILTER  SPECIAL 

9  POINT  SAFETY  CHECK 
While  You  Wait,  9  am  to  3  pm 


•  Vacuum  Interior 

•  Clean  Front  and  Rear  Windows 

•  Check  all  belts  and  hoses 

•  Check  Tire  Pressure 


•  Check  all  fluid  levels 

•  Check  Air  Filter 

•  Check  Shocks 

•  Check  exhaust  system 

•  Check  Undercarriage 

Most  Cars  &  Light  Trucks  -  Expires  11/30/99 


program.  The  subject  of  the  meeting  will  be  what 
alternative  plans  could  be  made  if  Mr.  Schmitt  is  no 
longer  present  in  the  Fourth  District  Court  to  handle  local 
cases.  Mr.  Schmitt  recommended  meeting  either  at  the 
Wareham  Town  Hall  or  the  Fourth  District  Court  in  West 
Wareham.  A  copy  of  this  item  was  forwarded  to  Police 
Chief  James  Moran. 

Ms.  Adams  noted  that  the  Board  of  Appeals  is 
currently  seeking  two  persons  to  fill  vacancies  as  alternate 
members  on  the  BOA.  Interested  residents  should  submit 
letters  to  the  Board  of  Selectmen,  c/o  Mattapoisett  Town 
Hall. 

At  7:45  pm  the  board  voted  to  enter  into 
Executive  Session  with  Town  Counsel  Thomas  Crotty  and 
members  of  the  Mattapoisett  Police  Brotherhood  under 
Exception  3  of  the  Open  Meeting  Law  to  discuss  ongoing 
police  contract  negotiations.  They  would  thereafter 
adjourn  for  the  evening. 

Marion  Selectmen's  Meeting 

November  2, 1999 

By  liana  L.  Mackin 

A  regular  meeting  of  the  Marion  Board  of 
Selectmen  was  called  to  order  on  Tuesday,  November  2  at 
7:00  pm  by  Chairman  Loretta  Schaefer.  Also  present  were 
Selectman  Albert  E.  Winters,  Selectman  Jonathan  "Jody" 
Dickerson,  Town  Administrator  Ray  Pickles,  and 
Secretary  Helene  Craver. 

After  the  signing  of  the  payroll  warrant  #18  and 
#18 A  and  accounts  payable  warrant  #19,  the  minutes  of 
the  October  26  meeting  were  unanimously  approved  by 
the  board. 

At  7:05  pm,  a  Public  Hearing  was  held  in  regards 
to  Sunday  package  store  openings  for  November  21  and 
28,  and  December  5, 12, 19  and  26.  "We've  done  this  in  the 
past  and  I  believe  we  have  not  had  any  problems  that  I 
am  aware  of,"  said  Selectman  Winters.  Selectman 
Dickerson  agreed  and  commented  that  this  will  be  the 
second  or  third  time  it  has  been  done.  The  motion  to 
approve  the  holiday  openings  was  unanimously  granted 
with  no  comments  from  the  public. 

Chairman  Schaefer  proceeded  to  review  the 
incoming  correspondence  for  the  week  starting  with  a 
letter  from  Lee  Hayes  and  Ted  Pratt  regarding 


JEANIE  CHASE  -  HPs,  Master  Dog  Trainer 

Dog  Psychology/Psychic  Dog  Training 
All  Breeds 


'Puppy  Kindergarten 

'Basic  Obedience 

'On  &  Off  Leash 

'Controlability  &  Behavior  Modification 

Personalized  Training  in  your  home 

Classes  also  offered  in  Marion 

1 168  Point  Road,  Marion,  MA  •  748-3976 
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He  looks  good  enough  to  eat,  and  he 

won't  run  far! 

Don't  let  him  get  away! 

Clothes  that  will  be  part  of  a  childhood's 

sweet  memories. 


Hay-Loft 


Lovely  Little 
Clothes  and  Gifts 


33  County  Road,  Mattapoisett 
at  the  Ropewalk  758-4247 


Cozy,  warm 
winter  coats 

Now  OPEN  in  Barrington 

280  County  Road 

Barrington,  R.I. 

(401)  247-4684 

PANACHE 

CloM^  WD  lccE$5&Ries  tt,/,! /vj^e  \ov  p&l  Great/ 

Route  6  •  Ropewalk  •  Mattapoisett  •  508-758-9622 
Mon.-Sat.  9:30-5:30 
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Do  It  Right 
the  First  Time! 


Quality  Service 

and  Installations 

with  Everyday 

Low  Pricing. 

Vinyl  •  Carpet  •  Ceramic  Tile 

67  Alden  Rd.,  Falrhaven,  MA 
At  The  Fairhaven  Center  for  Business 

(508)  999-0988 


i     j|B 

Animal  Advice 

Jay  Gould,  DVM 

My  cat  cries  for  food  and  then  when  I  open  a  new  can,  she 
sniffs  it  and  walks  away.  She  drives  me  crazy,  what  can  I 
do? 

Cats  that  eat  canned  food  develop  finicky  eating 
habbits  and  produce  much  more  tartar  on  their  back 
teeth  than  cats  that  eat  dry  food  alone.  Make  the  dry 
food  available  and  try  phasing  out  the  canned  food 
over  a  few  weeks. 

I'm  afraid  that  my  male  cat  will  develop  a  uninary  obstruc- 
tion if  I  feed  him  dry  food.  Are  there  any  dry  foods  that  are 
safe  for  male  cats? 

Generally  speaking  premium  cat  foods  such  as  lams 
and  Science  Diet  are  excellent  dry  cat  foods  that  are 
readily  devoured  by  most  cats.  There  are  also  a  num- 
ber of  urinary  formula  cat  foods  that  are  sold  in  gro- 
ceries that  may  help  prevent  urinary  obstructions. 

Dr.  Gould  can  be  reached  at  the 
Mattapoisett  Animal  Hospital  (508)  758-6400 

recommendations  on  the  town's  GIS  needs  assessment 
and  implementation  plan.  Mr.  Hayes  and  Mr.  Pratt  have 
recommended  that  the  board  approve  their  selection  of 
Applied  Geographies,  Inc.  (AGI)  to  conduct  the  GIS 
assessment/ plan  as  they  have  "in  depth  experience  with 
similar  projects  in  many  towns  similar  to  Marion," 
according  to  the  letter. 

The  board  was  also  notified  that  William  Koss 
will  be  taking  over  for  Mr.  Pratt  on  the  management  of 
this  project  with  Mr.  Hayes.  According  to  Chairman 
Schaefer's  review  of  the  information  submitted,  the  cost 
of  the  contract  will  be  $7,900  and  approximately  $5,500  of 
it  will  come  from  grant  money.  With  a  unanimous 
decision,  Selectman  Winters  motioned  to  award  the 
contract  to  AGI  as  recommended. 

A  letter  from  Joseph  and  Barbara  Marotta  of 
Delano  Road  urgently  requested  the  board  consider 
putting  in  another  light  on  Delano  Road  to  help  prevent 
recent  vandalism  that  has  occurred  to  their  property. 
Chairman  Schaefer  asked  Mr.  Pickles  to  discuss  this  with 
the  Police  Chief.  "We  do  have  money  in  the  Street 
Lighting  Budget  to  put  on  more  light  in  there,"  Mr. 
Pickles  said.  "The  street  is  dark  and  it  will  just  be  a  matter 
of  which  pole  to  put  the  light  on." 

A  letter  of  thanks  was  received  from  Rosemary 
Phillips  regarding  the  help  she  received  in  completing  the 
four-year  project  of  cutting  down  trees  that  were  a  hazard 
to  motorists  on  Delano  Road.  "Clearly  it  has  made  a  big 
difference,"  she  said. 

Harry  J.  Schmitt,  Jr.,  public  prosecutor  has 
requested  a  meeting  with  the  five  police  chiefs  of  Carver, 
Marion,  Mattapoisett,  Rochester  and  Wareham  for  which 
he  has  represented  in  the  public  prosecutor  program.  The 
meeting  will  be  to  discuss  what  will  happen  with  the 
program  in  the  Fourth  District  Court  for  cases  in  the  wake 
of  his  formal  retirement  to  take  place  on  January  1,  2000. 

The  Division  of  Marine  Fisheries  has  determined 
that  a  portion  of  the  shellfish  growing  area  in  Sippican 
Harbor  (BB:32)  has  been  classified  as  "Conditionally 
Approved"  and  now  meets  established  criteria  for  the 
harvesting  of  shellfish.  The  "Open  To  Shellfishing"  status 
runs  November  1, 1999  through  May  31,  2000. 

At  7:10  pm,  Chairman  Schaefer  announced  an 
appointment  for  a  public  hearing  with  Burr  Brothers 
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STANLEY  E.  TENTERS 

NEW  HOMES  -  REMODELING 

ROOFING -SIDING 
PAINTING  -  POWER  WASHING 

LIC.  #  049704-H.I.C.  #107956 


(508)  758-4752 


P.O.  Box  471 
Mattapoisett,  MA  02739 
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Boatyard  on  their  request  for  a  special  construction  permit 
in  the  water  supply  protection  district.  Chairman  Schaefer 
excused  herself  from  the  rest  of  the  meeting  as  her 
husband  is  legal  counsel  representing  Burr  Brothers 
Boatyard.  This  special  permit  will  allow  Burr  Brothers  to 
construct  and  operate  a  boat  service  in  the  water  supply 
protection  district  from  Benson  Brook  Road  and  Mill 
Street  at  the  corner  of  Route  6. 

Jeff  Oaks  spoke  on  behalf  of  Burr  Brothers  in  the 
presentation  of  the  design  plans  indicating  the  size  of  the 
prefabricated  buildings  that  will  be  placed  on  pre-poured 
concrete  at  a  maximum  of  30  to  35  feet  in  size  with  an 
entrance  on  Benson  Brook  Road  made  of  crushed 
driveway.  The  design  plans  were  presented  to  the 


PORSCHE  •  BMW  •  VOLKSWAGEN  •MERCEDES  •  AUDI  •  SAAB  •  TAGUAR  •  VOLVO 


#  Marion  General  Store 

748-0340  •  748-3349  (FAX) 

140  Front  Street,  Marion,  Mon.-Sat.  8:30-5:30 

Now  carrying 
specialty  desserts 

Delivered  On  Friday  &  Saturday 

(orders  taken  through  the  week) 

pies,  fresh  fruit  tarts, 

key  lime  tarts, 

strawberry  rhubarb  crisp,  Don't  forget  to 

Denver  chocolate  pudding.  order  y°ur  Fresh 

Thanksgiving 

Turkey 


For  choice  quality  meats 
see  Roger  at  our  Meat  Dept. 

Cold  Cuts  •  Beef 
•  Pork  •  Lamb  "Poultry 


Old  Fashioned  Pride  and  Service  Since  1843 
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AUTO  &  TRUCK  REPAIR 

79  Marion  Road  (Route  6)  Mattapoisett 

(508)  758-6000 


Foreign  •  Domestic  •  Diesel  •  Towing 


'  Oil  Change  ^ 

$16.95 

•  Lube  chassis 

•  Drain  oil  and  refill 
to  5  quarts  of  10W30 

•  Install  new  oil  filter 
Jax  and  Waste  Disposal  Extra, 


> 


$10  OFF 
Lifetime  Warranty 

V  Muffler  ^*Jax  ttn^  Wjggfe  Disposal  Extra 


Mobil  1 

Synthetic 

Oil  Change 

$39.95 

•  Lube  chassis 

•  Drain  oil  and  refill  to 

5  quarts  of  Mobil  synthetic 

•  Install  new  oil  filter 


Computer  Diagnostics 

Tune-ups 

Exhaust  Systems 

Brakes 

Tire  Sales  and  Repair 

Tire  Balancing 

Battery  Service 

Antifreeze  Recycling 

Fuel  Injection  Service 
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OPEN  Mondav-Fridav  7:00  am  -  6:00  Dm,  Saturday  7:00  am  - 12  noon 
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SPAGHETTI 
SUPPER 

November  6, 1999,  5:00-7:30pm 

Congregational  Church  Hall 

Mattapoisett 

Adults  $3.50,  Children  $2.50 
Family  $10. 

Sponsored  by  Mattapoisett  Lions 

Space  Donated  by 
C.H.  Dunn  Insurance  Agency  Inc. 

Village  Framery 

12  Church  Street  Extension 

Mattapoisett,  MA  02739 

Hours:  Tues.-Sat.  11-5 

(Street  Opposite  Don's  Tire) 


Closed  for  new  work  through  the  Month  of  October 


One  Week  Service 
758-2019  •  758-3911 


Conservation  Committee,  the  Planning  Board  and  with 
the  approval  of  the  Board  of  Selectmen  they  will  meet 
November  4  with  the  Zoning  Board  of  Appeals  (ZBA) 
regarding  the  boat  storage  facility. 

The  major  concern  of  the  plan  according  the 
Selectman  Winters  is  the  drainage  system  and  the  threat 
of  chemicals  spilling  into  the  water  supply.  Mr.  Oaks, 
backed  by  Selectman  Winters,  confirmed  that  a  drainage 
plan  was  reviewed  independently  and  approved  by  the 
outside  consultant  to  keep  drainage  on  the  property  with 
an  outside  detention  basin  with  reduced  peak  rates  of 
runoff  into  the  existing  wetlands  as  it  currently  does  in 
that  area.  "There  will  be  no  increased  storm  drainage," 
assured  Mr.  Oaks 


GiHu!k2I  CENTURY  21  Hughes  &  Carey  Ohuik2I 

IN!H0MB4ETTS      76  County  Road,  Mattapoisett      ««"B"™ra 

758-2121    (888)663-2122 


FINE  HOMES  RESTATES 


Mr-*--  -  M 


Carol  Simmons 

758-4011 


http://www.century21hughes-carey.com 


ATTENTION  SELLERS!!!! 

GIVE  BUYERS  "PEACE  OF  MIND" 

If  buying  a  home  were  easy,  most  customers  wouldn't  need 
our  CENTURY  21  office.  Since  we  know  it's  not  easy,  why  not 

give  your  home  a  real  advantage  with  the  CENTURY  21 
Home  Protection  Plan.  With  the  CENTURY  21  Home  Protec- 
tion Plan  in  place,  buyers  don't  have  to  worry  of  how  to  pay 
for  costly  repairs  if  a  breakdown  occurs. 
LIST  YOUR  PROPERTY  with  Jocelyn  or  Carol  by 
November  30, 1999  and  you'll  receive  a  complementary 
Home  Protection  Plan. 
GET  THE  ADVANTAGE!!! 
**Call  your  certified  Fine  Homes  &  Estates  Representatives  today. 


Jocelyn  daLuz 

758-9322 
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CENTURY  21  Hughes  &  Carey 
FINE  HOMES  &  ESTATES 

76  County  Road,  Mattapoisett 
758-2121    (888)663-2122 

http://www.century21hughes-carey.com 
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FINE  HOMES  &  ESTATES 


(3953)  Mattapoisett  "Stately  Colonial  in  LeBaron  Estates" 
Gracious  home  w/4  large  bedrooms,  2  1 II  baths  &  wood  floors. 
Quality  construction  is  evident  throughout.  Over  1  acre  of 
manicured  grounds.  S347.500.  Jocelyn  daLuz  758-9322 


(3952)  Marion  High  visibility  Commercial  space 
w/ apartment  attached.  Plenty  of  parking.  Needs 
TLC.  $199,000.  Jocelyn  daLuz  758-9322 


(1203)  Mattapoisett,  4  BR  Colonial  to  be  built  in 
Nortliwoods  subdivision,  features  to  include  FP  LR,  FR, 
2.5  baths,  garage,  deck  &  more  on  nearly  1.5  acres.  Call 
for  details.  $339,900.  Elaine  Caspar  999-9743 

LAND 
(3374)  Mattapoisett  8  ac.  parcel  of  tree 
studded  land.  Excellent  residential  area.  Perc 
tested.  $97,500.  Cathy  King  990-3754 

(3961)  Marion  2  house  lots  packaged. 
$75,000.  Jocelyn  daLuz  758-9322 

5  commercial  spaces  available  for  lease  in 
Wareham  center.  Various  sizes  and  prices. 
Call  Jocelyn  daLuz  758-9322. 


(1680)  Rochester  Immaculate  2  BR  Ranch  w/ 
attached  &  heated  breezeway  &  garage,  full  base 
w/  FR,  Title  V  approved.  $149,900.  Debbie 
McKeever  291-2112 


(1693)  Mattapoisett ,  Incredible  Contemporary  Cape 
loaded  w/  amenities  incl.  14  rooms,  3-4  BRs,  3  baths,  2 
FPs,  2  car  garage,  indoor  lap  pool  w/  Jacuzzi.  Call  now 
for  complete  details.  $395,000.  Glenn  Rapoza  992-8669 


(1416)  Rochester  Reduced!  Contemporary  w/3  bedroor^ 
21/2  baths,  2  fireplaces,  Corian  kitchen,  solarium  & 
master  suite.  Large  bam  &  corral  abuts  trails.  Near 
commuter  rail!  $295,000.  Sharon  Nogueira  763-3238 


1 1400)  Rochester  Center!  Former  General  Store  & 
Post  Office.  Ovei  l,000s.l    Half-acre  lot.  $210,000. 

David  Arruda  991-5242 


(3960)  Marion  3  year  old  Cape.  4  bedrooms,  2 
baths,  family  neighborhood.  Town  water  &  sewer. 
Motivated  seller!  $182,000.  Dee  Neely  992-6467 


(3965)  Mattapoisett  -  Gorgeous  waterviews  from  all 
sides  of  wrap-around  deck.  Large  mooring,  private 
association  beach.  Many  amenities.  $317,000.  Sharon 
Doyon  758-2208  Sue  Hughes  758-9374 


(1152)  Mattapoisett  "To  be  built"  3  bedroom 
Colonial  w/  2  1/2  baths,  2  car  garage  and  good 
size  yard  $279,900.  Elaine  Gaspar  999-9743 


(UNH)  Marion  Rivers  Edge  Estates,  4-5  BR 
Contemporary  w/3  baths,  central  air  &  vac  hwd 
floors,  library,  manv  built  ins,  136  acres  $444,900. 

Elaine  Caspar  999-9743 


Real  Estate  for  the  Real  World 
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Decorate  for  FALL...  Pumpkins  &  Gourds  Are  Here! 
OUR  ANNUAL  OPEN  HOUSE 
Will  be  November  14th 
Watch  for  ad  next  week. 

•Great  Furniture  & 
Accessories  for  the 
Primitive  Home 
•Home  Spun  Curtains 

Gift  Certificates 


m  Goose 

mmnmmmmTrr. 

Hours:  Tues.-Sat.  10-5,  Sun.  1-5  (Starting  10/25  Open  Mondays) 
178  Middleboro  Rd.,  (Rt.  18)  East  Freetown  •  763-4833 


WE  HAVE  ALL  YOUR  CHILDRENS 
WINTER  NEEDS! 

10%  OFF  Selected  Sweaters  &  Pajamas 
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Kids  Echo 


Children's  Upscale 
Consignment  Boutique 


AMEX 


178  Middleboro  Rd.,  Rt.  18,  East  Freetown 
763-2744  Open:  Tu-Sat  10-5,  Sun  1-5 


Drop  That  Catalog! 

Before  you  pay  postage,  come  in 

and  see  our  selection  -  you'll  find 

many  items  that  are  in  your 

catalogs 

AND 

we  ship,  we're  cheerful,  we  have 

complementary  gift  wrapping! 

Remember:  we  have  a  fine  selection 

of  quality  Christmas  Cards. 


Berndes  Cookware  Demonstration 
Sunday,  Nov.  14,  l:00-4:00pm 


L 


Ansel  S.  Gurney  House 

403  County  Road,  Marion  •  748-1111 

Gift  Shop  Monday-Sunday  10:00-5:00 

Lunch  11:30-2:30 

www.anselgurney.com 
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With  the  understanding  there  will  be  no  storage 
of  any  type  of  fuel  or  chemical  tanks  on  the  site,  aside 
from  standard  limited  quantities  of  paints  and  solvents 
within  the  buildings  only,  there  would  be  no  materials 
that  would  pose  any  type  of  danger  to  the  well  water. 

According  to  Mr.  Pickles,  there  will  be  a  special 
permit  placed  to  limit  solvents  to  a  minimum  size 
container,  storage  and  removal,  with  which  Burr  Brothers 
should  be  in  compliance.  In  accordance  with  their  existing 
policy  to  all  tenants,  there  is  a  minimum  of  service  unit 
maintenance  to  be  preformed  at  the  storage  facility  with 
proper  container  disposal. 

Based  on  the  information  presented  to  the  board 
by  Mr.  Oaks,  the  Selectmen  could  find  no  reason  to  deny 
the  special  permit  for  construction  of  the  storage  facility 
in  the  water  supply  protection  district,  pending  the 
approval  of  the  boat  storage  facility  by  the  ZBA. 

In  opposition  to  the  placement  of  the  entrance 
driveway  only,  resident  Ann  Beaulieu  voiced  concerns 
regarding  buffer  zone  tree  removal  and  traffic  safety 
issues  on  Benson  Brook  Road,  and  requested  that  the 
board  consider  the  design  plan  call  for  an  entrance  on 
Route  6  rather  than  Benson  Brook  Road.  Selectman 
Dickerson  moved  to  take  this  request  under  advisement 
until  next  week  so  that  Mr.  Pickles  could  investigate 
further  the  issue  of  lowering  the  speed  limit  through  the 
Police  Department  and  the  state  in  that  area  so  that  the 
access  road  would  provide  a  safer  route  for  large  trucks  to 
enter  and  exit.  This  issue,  however,  did  not  delay  the 

SERVICES 

Complete  Electrical  •  Generators 
Service  Upgrades  •  Central  Vacuums 
Residential  •  Commercial  •  Industrial 

^Walter  Rusinoski  •  Masters  Lie.  #14009/ 

758-655! 
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•Graphic  Design 
•Outdoor  Signs 
•Truck  Lettering 
•Boat  Transoms 
•Magnetics 
•Computer  Vinyls 
•Banners 
•Open  Flags 


758-2853 


approval  of  the  special  construction  permit  in  the  water 
supply  protection  district,  and  will  be  addressed  as  a 
separate  issue  in  the  design  plans. 

In  other  matters,  Mr.  Pickles  informed  the  board 
that  Sippican  School  has  asked  him  to  investigate  the 
possibility  of  adding  more  parking  closer  to  the  school 
building.  Mr.  Pickles  indicated  to  the  board  that  the 
fences  at  the  back  field  can  be  re-arranged  in  order  to  give 
space  for  10  to  12  more  cars  for  teachers  with  out  causing 
plowing  problems  or  damage. 

There  being  no  further  matters  to  come  before  the 
board,  they  unanimously  voted  to  adjourn  for  the  evening 
at  7:35  pm. 


Welcome  Friends  with  our 
Handsome  Cedar  Doormats 


For  porches,  decks, 
patios,  showers,  &  docks. 
•Cedar  will  not  rot 
•Dirt  falls  through 
•Tough  nylon  brush  set 
in  hard  maple 


Many  designs! 
Personalizing  available! 
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sitting  duclc 


Front  Street,  Marion 
748-0960 

Mon.-Sat.  9:30-5:30 


After  the  Fall... 


Winter  Will  Appear, 

So  Make  Sure  to 

Bring 

Your  Winter 

Gear  HERE! 


20%  OFF 

with  this  coupon 

on  any  incoming  order 

of  $20.  or  more 

Expires  11/30/99 


Mayhew's  Valet  Cleaners 


181  Huttleston  Ave. 

Rt.  6 ,  Fairhaven 

999-2121 


'A  Full  Service  Dry  Cleaning  Co.' 
4  convenient  locations  to  serve  you. 

32  County  Road,       4  Corners 
Mattapoisett 


758-4272 


Marion 
748-2353 


2076  Acushnet  Ave 

New  Bedford 

995-4413 
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/./.  Oliveira 

Fine  Carpentry  &  Architectural  Design 

Remodeling  -  Custom  Additions  -  Kitchens  -  Cabinetry  -  Built-ins 
Fine  Finish  Work  -  Renovations  -  Custom  Designing  &  Drafting  -  Consulting 

"See  me  for  your  project  from  start  to  finish" 
Mattapoisett,  MA (508)  758-1385 


Rochester  Selectmen's  Meeting 

November  1, 1999 

By  Kenneth  J.  Souza 

A  regular  meeting  of  the  Rochester  Board  of 
Selectmen  was  called  to  order  on  Monday,  November  1  at 
7:00  pm  by  Chairman  Richard  Cutler.  Also  present  were 
Selectman  Naida  Parker,  Town  Administrator  James 
Huntoon,  and  Administrative  Assistant  Veronica 
Lafreniere.  Selectman  Patricia  Ryan  was  not  present  for 
the  meeting. 

The  board  agreed  to  hold  the  approval  of  the 
minutes  of  the  October  25  meeting  pending  Selectman 
Ryan's  return,  and  then  unanimously  voted  to  sign  and 
approve  the  naming  of  a  new  street  —  Holly  Hill  Lane  — 
as  per  a  recommendation  from  the  Planning  Board.  They 
also  approved  a  replacement  Class  II  license  form  Tom 
Strutski,  owner  of  Center  Garage,  Inc. 

Under  the  Town  Administrator's  report,  Mr. 
Huntoon  advised  that  they  are  ready  to  enter  into  an 
agreement  with  Dyer-Brown  Associates  for  the  Police/ 
Communications  Building  project,  and  Town  Counsel  is 
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currently  reviewing  the  specifics  of  that  contract.  Mr. 
Huntoon  also  added  that  the  Town  Hall  voice  mail  system 
is  a  "work-in-progress,"  and  should  be  in  full  working 
order  soon. 

Chairman  Cutler  added  that  he  enjoyed  attending 
the  town's  Annual  Halloween  Parade  on  Sunday,  October 
31,  and  it  was  fun  picking  out  the  best  costumes. 

At  7:15  pm  the  board  met  with  candidates  for  an 
open  position  on  the  Planning  Board  with  representatives 
from  said  board.  The  appointment  would  be  made  to  fill 
the  unexpired  term  through  the  April,  2000  election  and 
would  be  selected  via  majority  vote  of  both  the  Board  of 
Selectmen  and  Planning  Board.  Chairman  Cutler  said 
there  were  four  candidates  who  expressed  interest  in  the 
vacancy. 

"I  think  we  have  four  qualified  candidates,  but  I'd 
like  to  see  someone  who  hasn't  been  involved  before  so 
they  can  have  a  taste  of  the  process,"  Chairman  Cutler 
said. 

Three  of  the  four  candidates  were  present  for  the 
meeting. 

Don  Jones  said  he  moved  to  Rochester  from  New 
Hampshire  because  the  rural  town  reminded  him  of  that 
state.  He's  been  a  resident  for  the  past  three  years  and 
would  like  to  get  involved  with  the  town  via  the  Planning 
Board. 

Otto  Solberg  is  not  officially  a  Rochester  resident 
yet,  but  he  is  building  a  home  in  town  and  will  be  moving 
from  Wareham  shortly.  He  has  a  great  deal  of  experience 
as  a  real  estate  title  examiner,  which  he  feels  could  benefit 
the  Planning  Board. 

Ray  Melanson  has  only  been  a  Rochester  resident 
since  February,  but  he  originally  lived  in  Fairhaven  for 
eleven  years.  He's  anxious  to  get  involved  and  doesn't 
want  to  see  the  rapid  development  that's  overtaken 
Fairhaven  happen  in  Rochester. 

Planning  Board  member  Georgia  Chamberlain 
said  she  felt  the  board  needed  "a  breath  of  fresh  air,"  and 
she  would  like  to  recommend  Mr.  Solberg  due  to  his 
experience  with  the  Registry  of  Deeds.  But  Chairman 
Cutler  had  reservations  about  appointing  Mr.  Solberg 
since  he  wasn't  yet  a  resident  of  Rochester.  "I'd  like  to 
recommend  Mr.  Solberg,"  he  said,  "but  I'd  feel  better  if 
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(he)  were  living  in  town.  Someone  could  challenge  (his) 
appointment  to  the  board." 

Selectman  Parker  seemed  to  favor  Mr.  Melanson, 
since  he  previously  applied  for  a  vacancy  on  the  Planning 
Board,  but  Planning  Board  Chairman  Bob  Cummings 
moved  to  appoint  Mr.  Jones  based  on  his  enthusiasm  and 
eagerness  to  learn  about  the  Planning  Board  at  previous 
meetings.  Mr.  Jones'  appointment  was  approved  via 
majority  vote,  4-to-l,  with  Ms.  Chamberlain  in  sole 
opposition,  adding  that  she'd  prefer  Mr.  Solberg  despite 
his  residential  status. 

At  7:40  pm  the  board  met  with  architect  Charlie 
VanVoorhis  to  review  future  plans  for  the  Town  Hall 
renovation  project.  Mr.  VanVoorhis  said  he's  ready  to 
begin  the  next  phase  of  the  project,  but  he'd  like  to  get 
input  from  all  the  department  heads  before  proceeding. 

"Over  the  next  two  weeks,  I'd  like  to  go  back  and 
review  the  project  spaces  you've  allocated,"  Mr. 
VanVoorhis  said.  "The  design  has  yet  to  be  refined  ...  I 
want  to  go  over  it  with  all  the  department  heads  and  get 
their  final  input,  then  prepare  a  schematic  design  over  the 
next  month.  We  also  need  to  discuss  phasing  for  the 
project  —  are  we  going  to  have  to  vacate  the  building 
during  construction?  We  should  be  done  with  the  design 
phase  by  the  end  of  January  and  be  ready  to  go  out  to  bid 
before  Town  Meeting." 

Chairman  Cutler  thought  Mr.  VanVoorhis'  plan  of 
attack  made  sense,  but  he  was  cautious  about  proceeding 
with  the  bidding  process  before  Town  Meeting,  given  the 
other  capital  projects  which  are  pending  like  the  Senior 
Center  and  Police /Communications  Building.  "I'd  like  to 
move  forward  with  your  schedule,  keeping  in  mind  that 
we  may  not  want  to  go  for  the  money  at  the  Annual  Town 
Meeting,"  he  said.  "We  should  be  planning  on  the  Council 
on  Aging  moving  into  their  own  building  before  we 
renovate  Town  Hall." 

The  board  agreed  to  meet  with  Mr.  VanVoorhis 
every  two  weeks  through  the  end  of  the  year  to  keep 
abreast  of  the  design  process.  They  agreed  to  meet  on 
Tuesday,  November  16  at  7:00  pm  and  again  on 
November  30  and  December  14. 

Under  incoming  correspondence  for  the  week,  the 
board  received: 

•  Notice  from  the  Executive  Office  of 
Environmental  Affairs  (EOEA)  that  Community 
Preservation  Day  will  be  celebrated  on  Wednesday, 
December  8  in  the  Great  Hall  of  the  State  House  from 
11:30  am  to  2:00  pm. 

•  Recommendation  from  the  Zoning  Board  of 
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Appeals  (ZBA)  to  appoint  Richard  Nunes  as  their 
representative  to  the  Cell  Tower  Siting  Committee.  The 
board  unanimously  voted  to  appoint  Mr.  Nunes.  They 
also  unanimously  voted  to  appoint  Mark  Wellington  as 
the  Cell  Tower  Siting  Committee  Chairman  for 
organizational  purposes. 

•  Request  from  ORR  School  Superintendent  Betty 
Quinn  to  dispose  of  old  textbooks  from  Memorial  School 
upon  a  recommendation  from  the  Rochester  School 
Committee.  The  books  will  be  donated  to  schools  in  North 
Carolina  recently  hit  by  the  hurricanes.  The  board 
unanimously  voted  to  approve  the  request  to  dispose  of 
said  textbooks. 

•  Letter  and  Resolution  from  the  City  of  Lowell, 
MA,  unanimously  opposing  the  tax  assessments  to 
residents  to  fund  the  Massachusetts  Bay  Transportation 
Authority  (MBTA).  "The  taxpayers  of  the  City  <^(  T  owell 
would  be  compelled  to  pay  for  services  which  they  would 
neither  receive  nor  utilize  and  be  deprived  of  funds 
required  for  other  municipal  services,"  the  resolution 
stated. 
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"I  think  we  should  issue  a  similar  letter, 
expressing  our  strong  opposition,"  Chairman  Cutler  said. 
"The  fact  that  we're  being  assessed  for  services  we  don't 
benefit  from  is  incomprehensible."  The  board 
unanimously  voted  to  issue  a  similar  proclamation  based 
on  the  one  from  Lowell. 

•  Response  from  the  State  Elections  Division 
regarding  the  town's  request  to  move  the  polling  location 
from  Town  Hall  to  the  First  Congregational  Church.  The 
relocation  has  been  approved  and  the  town  is  required  to 
sent  v.  .Ilt°n  notification  of  said  change  to  all  registered 
voters  within  30  days  of  the  next  election. 

There  being  no  further  matters  to  come  before  the 
board,  they  unanimously  voted  to  adjourn  for  the  evening 
at  8:40  pm. 

Letters  to  the  Editor 

To  the  Editor: 

Attending  Marion's  candidates'  night  last  April,  I 
listened  to  the  candidates  and  thought  they  were  all  running  for 
a  position  on  the  Planning  Board.  Some,  of  course,  were 
candidates  for  the  Planning  Board.  "Control  residential  growth" 
was  the  operational  phrase  that  night  and  the  candidates,  if 
elected,  were  going  to  work  to  control  growth.  As  the  current 
Chairman  of  the  (Marion)  Planning  Board,  I  would  like  to  bring 
the  residents  of  Marion  up-to-date  on  what  your  members  are 
doing  to  control  growth. 

In  response  to  the  citizens'  wishes,  in  1997  the  board 
began  an  initiative  to  identify  methods  to  control  residential 
growth.  Members  recognized  that  uncontrolled  growth  could 
overburden  the  town's  infrastructure  resulting  in  large 
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expenditure  of  funds  over  a  short  time  period  to  remedy  this 
problem.  The  members  recognized  the  control  of  the  rate  of 
growth  would  allow  for  a  systematic  and  cost-effective  plan  for 
expanding  the  infrastructure.  The  members  also  recognized  that 
a  cap  on  the  total  number  of  residential  houses  is  required  to 
maintain  the  small  town  character  and  minimize  uncontrollable 
changes  due  to  growth,  e.g.  widening  of  Route  105. 

In  1998,  the  members  held  two  public  meetings  to 
sample  citizens'  opinions.  Results  showed  the  citizens  wanted 
the  rate  of  growth  controlled  and  a  cap  on  the  total  number  of 
homes  to  be  built.  These  opinions  agreed  with  the  members' 
conclusions. 

Subsequent  to  this  year's  town  election,  the  members 
agreed  to  hold  a  Special  Town  Meeting  this  fall  to  present  By- 
Laws  for  residential  growth  control.  The  members  prepared  a 
list  of  items  for  the  Special  Town  Meeting,  prioritized  them  and 
prepared  a  schedule  for  each  item.  It  was  decided  to  divide  the 
items  into  groups  and  plan  for  additional  Special  Town 
Meetings  over  the  next  two  to  three  years.  The  most  critical 
issues  are  scheduled  for  this  year,  and  they  are:  (1)  residential 
zoning,  (2)  residential  zoning  boundaries,  (3)  frontage  and 
setbacks,  (4)  abandoned  ways  and  (5)  apartments.  Subsequent 
meetings  will  consider  (1)  reformatting  the  By-Laws  and  the 
Subdivision  Rules  and  Regulations,  (2)  cluster  zoning,  (3) 
velocity  zoning,  (4)  revision  of  the  Town  Master  Plan  and  (5) 
items  not  completed  at  this  year's  Special  Town  Meeting. 

For  further  information,  please  call  the  Marion 
Planning  Board  at  748-3517. 
Sincerely, 

William  Koss,  Chairman 
Marion  Planning  Board 

To  the  Editor: 

Once  again  the  Mattapoisett  Police  Halloween  Parade 
was  a  great  success.  We  had  the  weather  and  super  costumes 
and  plenty  of  goodies  and  great  prizes.  None  of  this  could 
happen  without  the  help  and  support  of  a  great  many  people 
and  donations. 

The  donations  we  received  from  "you,"  the  citizens  of 
Mattapoisett,  give  us  the  support  we  need.  I  would  like  to  thank 
all  the  Police  Department  members  who  showed  up  to  help,  the 
Rescue  Squad,  the  Highway  Department,  Rick  Leblanc  for  the 
music,  the  ladies  who  passed  out  the  bags  of  candy,  the  youths 
who  played  during  the  parade,  and  the  judges  who  had  a  real 
tough  job  of  picking  out  the  winners  for  the  prizes  —  thanks  all 
of  you. 

A  special  thanks  must  go  to  Lt.  Ed  Pina  and  Ken 
Pacheco.  Lt.  Pina  spent  countless  hours  preparing  this  event 
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from  start  to  finish.  Without  his  help,  this  event  could  not  have 
ran  so  smooth,  and  Ken  Pacheco  at  his  side  just  made  a  great 
team.  Good  job  to  both  of  them. 

Again,  many  thanks  to  all. 
Sincerely, 

Chief  James  F.  Moran 
Mattapoisett  Police  Department 

To  the  Editor: 

Monday,  October  25  will  be  remembered  as  a 
significant  day  in  the  history  of  Marion.  On  this  day  the  voters 
took  a  major  step  in  controlling  residential  growth.  The  Planning 
Board  members  want  to  thank  the  voters  who  attended  and 
voted  at  the  Special  Town  Meeting. 

Your  board  worked  long  and  hard  to  craft  these  articles 
and  your  ringing  approval  makes  it  all  worthwhile.  We  now 
have  a  clear  direction  to  follow  in  the  coming  months  and,  as 
you  know,  this  was  step  two  in  an  ongoing  process. 

The  Planning  Board  will  continue  to  press  ahead  with 
our  agenda  to  further  restrict  residential  growth  in  Marion.  Once 
again,  thank  you  and  we  will  be  back  next  year  with  new 
initiatives  for  you  to  consider. 
Sincerely, 
William  Koss,  Chairman  Marion  Planning  Board 
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People's  Auto  Loan  is  perfect  for  anyone  whose  car  is  starting  to  shake, 
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car.  Call  us  today  at  1-888-222-9839  and  you  could  be  on  the  road  before  you  know  it. 
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'For purchase  ol new  autos,  60-month  term.  20%  down  payment.  Monthly  payments  of  $1 9.79  per  $1,000  borrowed   Other  terms  available  at  higher  rates.  For  purchase  of 
usedoutos,  interest  rate  ol  7.75%  APR,  maximum  48-month  term,  10%  down  payment  Monthly  payments  of  $24  29  per  $1,000  borrowed.  Rates  may  change  without  notice 
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CorinnaRaznikov 


Photography 


P.O.    Box    192  Marion,  Massachusetts        508.748.3853 

Christmas  Cut  Off-  November  15! 


Help 

Wanted 

Waitstaff 


Serving  the  finest  of  beef,  seafood 
and  poultry  items  available. 

Route  6  -  Marion,  MA 
Reservations  (508)  748-0970 

Tues.,  Wed.,  Thur.  4-9:30,  Fri.&Sat .4-10:30,  Sun.  12-9 


3-M  Menu 

12  Entrees  to  Choose  From 

Soup,  Salad,  Vegetable,  Rolls, 

and  Carrot  Bread  $8.95. 

Plus  the  Full  Dinner  Menu  and  Blackboard  Specials 

Complementary  crackers  &  cheese  plus  a  carnation  for  the  ladies. 

Private  business  functions  -  available  day  or  evening. 


Screened  Loam 

$10  per  Yard 

Minimum  of  10  Yards 

Frank  J.  Linhares  Co.  Inc. 
748-2898  •  758-4456 


Editor's  Note:  The  views  expressed  in  this  column  are  not  necessarily  those  of 
The  Wanderer,  its  staff  or  its  advertisers.  The  Wanderer  will  gladly  accept 
any  and  all  correspondence  relating  to  timely  and  pertinent  issues  in  the 
Acushnet,  Fairhaven,  Marion,  Mattapoisett,  and  Rochester  area,  provided  they 
include  the  author's  name,  address  and  phone  number  for  verification.  The 
Wanderer  reserves  the  right  to  edit,  condense,  and  otherwise  alter  submissions 
for  purposes  of  clarity  and/or  spacing  considerations.  The  Wanderer  also 
reserves  the  right  to  deny  publication  of  any  submitted  correspondence. 

Smoke  Detector  Battery  Program 

The  Mattapoisett  Fire  Department  will  once  again 
be  making  their  annual  visits  to  residents'  homes  to 
change  smoke  detector  batteries.  The  date  set  for  this 
program  is  Sunday,  November  14  from  9:00  am  to  12:00 
noon.  If  you  would  like  to  have  the  Fire  Department  stop 
at  your  house  and  replace  the  batteries  in  your  smoke 
detector,  or  check  the  operation  of  hard-wired  smoke 
detectors,  please  call  758-4150  and  make  an  appointment. 
Appointments  can  be  made  between  9:00  am  and  12:00 
noon,  Monday  through  Friday.  Residents  are  reminded 
that  they  should  check  the  operation  of  their  detectors 
monthly  and  replace  the  batteries  at  least  once  a  year. 

ORR  Thanksgiving  Dinner 

The  annual  Thanksgiving  Dinner  for  senior 
citizens  sponsored  by  the  eighth  graders  at  Old  Rochester 
Regional  Junior  High  School  will  be  held  on  Sunday, 
November  21  at  11:30  am.  There  will  be  300  tickets,  100 
per  town,  distributed  through  the  local  Councils  on  Aging 


Corner 
Lock  Co. 


•  Locksmith 

•  Housecalls 

•  Installations 


•  Bonded 

•  Sales 

•  Service 


122  Fairhaven  Road,  Mattapoisett 
758-3265  or  295-0162 
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Lifestyles  Plaza 

270  Huttleston  Ave,  Route  6,  Fairhaven 
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991-7452 

Breakfast  •  Lunch 

DINNER 

Wed.  through  Sat. 
4pm- 8 :30pm 


HOODED 

PONCHO 

Perfect  to  Wear 
to  the  Games 

BAB6TT6 

Lifestyles  Plaza 


1/2  Mile  East  of  Route  240 
Across  from  G.  Bourne  Knowles 

Visit  Lifestyles  Plaza 

There  s  Something 

for  Everyone! 


"Manicures  •Sculpted  Nails 
•Facials  'Pedicures 
•Waxing  'Color 
•Perms 
•Make-up 


$5.00  OFF 
FACIALS 

Expires  November  24,  1999 

Call  999-9871 


«P 


991-2229 

The  Consignment 
Super$tore 

Largest  Selection 

at 

Lowest  Prices 

on  Women's,  Children's, 

Men's  ,  Maternity,  Toys 

and  Baby  Equipment 


PET  HAVEN 

Super  Pet  Center 


(508)  992-7387 

•Pet  Supplies 
•Domestic  & 
Handfed  Parrots 
•lams  &  Eukanuba 
•Pet  Food 
•Puppies 
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I  Smith  Associates 

U  PROFESSIONALS       IN      REAL       ESTATE 


Mattapoisett  Village  -  4  -  5  bedroom,  2  bath,  1800's 
Victorian,  corner  location,  beautiful  harbor  views. 
$399,000. 
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Rochester  -  4  year  old  Colonial  with  farmers  porch,  3 

bedrooms,  Great  room  w/  woodstove,  2  full  baths,  2 

car  garage  &  enclosed  mahogany  screened  porch.  On 

1.5  acres.  $249,000. 

Fairhaven  -  Commercial,  retail  &  office  frontage 
with  7  bay  garage  sitting  on  over  5  acres.  Convenient 
to  Rte.  240.  $1,375,000. 


**A 


Smith 

ASSOCIATES 


REAL  ESTATE 


Sales  &  Rental 

CENTER 


Randy  Smith 
Carol  Lareau 


Curt  Chase 
Rick  LeBlanc 


Ann  Morin 
Jim  Bradshaw 


8  Water  Street,  Mattapoisett 
(508)  758-3875 


Residents  Of  Rochester-Marion-Acushnet 
A.J.  BOBOLA,  GENERAL  CONTRACTING 

ADDITIONS  •  GARAGES  •  CUSTOM  BUILDERS  •  GENERAL  CARPENTRY 

ancd\llat    (508)999-9309 

LICENSE  NO.  012721  +  106929 


starting  November  8.  Shut-in  meals  will  also  be  delivered 
if  you  notify  the  COA  with  the  name  and  address  of  the 
recipient.  Any  local  business  willing  to  donate  door 
prizes,  please  call  and  speak  to  Ms.  DeMailly  or  Mr.  Walsh 
at  758-4928. 

Mattapoisett  Christian  Church 

A  worship  service  will  be  held  at  the  Christian 
Church,  corner  of  Church  and  Baptist  Streets  in 
Mattapoisett,  on  Sunday,  November  14  at  3:00  pm. 
Reverend  Nehemiah  Boynton  (retired)  will  conduct  the 
worship  service.  The  public  is  cordially  invited  to  attend. 

Teen  Choir  in  Rochester 

The  Brockton  Teen  Challenge  Choir,  The 
Omllengers,  will  present  a  program  of  contemporary 
Christian  music  and  testimony  at  the  First  Congregational 
Church  in  Rochester.  The  community  is  cordially  invited 
to  attend  this  program  on  Sunday,  November  7  at  10:30 
am. 

The  choir  is  composed  of  young  men  from 
throughout  New  England.  Come  and  hear  the  testimonies 
of  young  men  who  were  bound  by  life-controlling 
substances  such  as  drugs,  crime,  and  alcohol  and  have 
found  freedom,  new  hope,  and  life  in  Jesus  Christ. 

Teen  Challenge  Ministry  Center,  located  in 
Brockton,  MA,  ministers  to  the  total  person;  spiritually, 
physically,  mentally,  and  emotionally.  A  balanced 
program  of  education,  a  congenial  family  atmosphere, 
work  responsibility,  physical  activity,  and  vocational 
training  compose  the  complete  program.  An  independent 
government  survey  has  shown  Teen  Challenge  to  have  a 
cure  rate  of  84.6  percent  while  government  programs  have 
less  than  a  10  percent  cure  rate  on  average.  Teen 
Challenge  Ministry  Center  is  directed  by  Reverend 


9{ancy  fyCooremw,  licsw 

Psychotherapist 


P.O.  Box  233 
Marion,  MA 
Tel.  508-748-2331 
Fax  508-748-3758 


64  Industrial  Park  Road 

Plymouth,  MA  02360 

Tel.  508-830-1630 

Fax  508-830-0768 
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A     KIDS      BOUTIQUE 

UPSCALE  CONSIGNMENT 


Custom  Design  Childrenswear 
For  All  Occasions 


7TARKLINHILLROAD 
ACUSHNET,  MA  02743 


CLOSED  MONDAYS 

TUES.-SAT.  10-5 

SUNDAY  1-5 


508-985-3012 


Rodney  Hart. 

The  First  Congregational  Church  of  Rochester  is 
an  open  fellowship  of  friendly,  involved  people  who  have 
discovered  the  joy  of  Christian  Life.  The  church,  led  by 
Pastor  Gary  Taylor,  strives  to  provide  a  Bible-based, 
positive  and  practical  ministry  that  meets  the  needs  of 
today's  community.  Its  regular  Sunday  services  are  at 
10:30  am,  with  Sunday  School  for  all  ages  at  9:15  am.  For 
more  information,  please  contact  the  church  office  at  763- 
4314. 

Habitat  Benefit  in  Marion 

A  Benefit  Concert  for  the  Buzzards  Bay  Area 
Habitat  for  Humanity  will  take  place  on  November  14  at 


Gourmet  Foods 

&Cafe 

Rt.  6  Ropewalk  Mall 

Mattapoisett 


Now  Taking  Orders  on  Our  Delicious 

TURKEYS  &  HAMS 


Available  in  3  Sizes 
Complete  with  Homemade 

Dressing  &  Gravy 
New  "Sides"  Offered  Too! 


CALL  758-6111  TODAY! 

Fresh  baked  Pies,  Pastries,  Tortes, 

Breads,  &  Rolls  too! 

Call  Early! 


Complete  Tree  &  Landscape  Service 


-Large  Tree  Removal 
-Stump  Removal 
-Certified  Disease  &  Pest  Control 
-Landscape  Design  &  Construction 
-Stone  Walls,  Patios  &  Walks 
-5  Step  Lawn  Feeding  Program 
-Lawn,  Shrub  and  Hedge  Maintenance 
-Lawn  &  Shrub  Irrigation  Systems 
-Large  Tree  Transplanting 


We  are  fully  insured  and  guarantee  our  work 
International  &  Mass.  Certified  in  Tree  Care. 


Over  40  Years  of  Experience 


There  arc  many  incorrect  ways  to  prune  a  tree.  We  use  our  years  of  training 
and  experience  to  help  your  trees  reach  their  full  value  to  your  property. 


^ww^  G.  Bourne  Knowles 
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TREE  &  LANDSCAPE  SERVICE 

Route  6,  Fairhaven 


C;ill  5U8-W7-KI4A 
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landscaping  arr 

old  house  improves  its 
use,  value  and  appeal 


Douglas  W.  Menard 
Landscape  Design  Co. 

Consulting  •  Planning  4  Installation 

Distinctive  Planting  •  Ornamental  Gardens 

Walks  »  Patios  »  Bobcat  5ervice 

Call  Toll  Fiee  1-800-924-2824 

748-2820 


Free  Consultation 


Marion 


MATTAPOISETT 

Mobil 


j  rW  Will 


AMEX 


OPEN  6  am  -  7  Days  a  Week 

Free  Estimates 

37  County  Road  •  (Route  6)  758-3077 


i  Winter's  Coming! 

J  /  out  your  car  for  winter 

FLUSH  &  FILL 

Cooling  System 

Only  $39 95  (Reg.  $44.95) 

Expires  11/15/98 

Check  Belts  and  Hoses 
Up  to  2  gallons  new  antifreeze 


Exodus  Travel  Agency 

"Super  Bowl  In  Las  Vegas" 

January  27-30 
3  nights  at  the  Riviera  Hotel,  non-stop  flights  out  of  Boston 

$499. 

Other  Las  Vegas  packages  available  (price  based  on  dbl.  occupancy) 

Full  Service  Travel  Agency 

Never  Any  Service  Fee 


8  County  Road,  Rt.  6 
Mattapoisett,  MA  02739 


Tel.  (508)  758-3700 
Hours:  Mon.-Fri.  10-5,  Sat.  10-1 


3:00  pm  in  the  Marion  Music  Hall  on  Front  Street.  The 
concert  will  feature  Elaine  Cronin  on  piano  with  John 
Farrell,  percussion;  Jim  Robetaille,  guitar;  Melanie  Santos 
and  Bob  Sanderson,  flute;  Mike  LeVoie,  bass;  Sue 
Anderson,  cello;  Marcus  Monteiro,  saxophone;  and 
Beverly  Hilliard,  vocalist.  The  program  will  feature  Ms. 
Cronin's  own  musical  compositions.  The  First 
Congregational  Church  of  Marion  is  sponsoring  this 
Benefit  Concert,  with  proceeds  going  to  the  Buzzards  Bay 
Area  Habitat  for  Humanity.  Tickets  are  $10  for  adults,  $5 
for  students,  and  advance  tickets  are  available  at  The 
Bookstall,  151  Front  Street  in  Marion.  For  reservations, 
please  call  the  church  office  at  748-1053. 

Hearts  and  Hands  Service 

Hearts  and  Hands  would  like  to  extend  an 
invitation  to  their  second  annual  Memorial  Service 
honoring  the  children  and  their  families.  This  memorial  is 
open  to  any  parents  or  family  members  who  have  lost  a 
child,  and  any  members  of  the  community  who  would 
like  to  attend.  The  service  will  be  held  on  Sunday, 
November  21  at  2:30  pm  at  St.  John  Neumann  Church 
(Middleboro  Road,  Route  18)  in  East  Freetown.  Any 
parent  or  family  member  wishing  to  have  their  child 
remembered  in  the  service  and  Hearts  and  Hands' 
memorial  book  is  encouraged  to  contact  them  at  758-1300. 


BANZ  FINANCIAL  SERVICES 

Robert  D.  Banz,  CFP,  RIA,  MBA 
(508)  758-4708 

PORTFOLIO  ANALYSIS  AND  INVESTMENT  MANAGEMENT 
FINANCIAL  PLANNING 

...NOW  IS  THE  TIME 
TO  INVEST  FOR  YOUR  FUTURE- 


IS 
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Distinctive  Properties  &  Estates 


MARION  WATERFRONT:  Increadible  panoramic 
views  of  Buzzards  Bay  and  Sippican  Harbor  from  this 
stately  colonial  on  nearly  two  private  acres.  This 
impressive  home  boasts  over  4200  s.f.  of  sophisticated 
elegance.  Beach,  inground  pool,  separate  office/studio. 
Exclusively  offered  at  $3,950,000. 


MARION  WATERFRONT:  8.45  acre  estate  with 
deeded  association  dock  and  boat  house.  Unobstructed 
views  of  Planting  Island  Cove,  Sippican  Harbor  and 
Buzzards  Bay.  Gorgeous  gardens  and  several  outbuild- 
ings. $1650,000. 


MATTAPOISETT  VILLAGE:  Elegantly  restored 
historic  home.  Large  double  living  room,  with  fireplace 
leading  out  to  a  spectacular  columned  porch.  Period 
moldings,  high  ceilings  and  hardwood  floors  through- 
out. Widows  walk  with  lovely  view  of  harbor.  Exclu- 
sively listed  for  $695,000. 


WAREHAM  WATERFRONT:  Spectacular  views  from 
every  room!!  Overlooking  Buzzards  Bay,  with  deeded 
dock  and  beach,  decks  on  all  levels,  three  bedroom 
suites,  fireplace,  hardwood  floors,  garage.  A  must  se!! 
$750,000. 


ROCHESTER  ESTATE:  Stunning  pondview  historic 
home  on  spectacular  18.5  acre  site.  The  gracious  circa 
1800  updated  home  features  Rumford  fireplaces,  new 
country  kitchen,  and  ranch  charm.  $800,000. 


"~~ 


MARION  VILLAGE:  Short  walk  to  Silvershell  Beach. 
Tennis  Club  and  Croquet  Club.  One  floor,  open  plan 
makes  for  easy  living  in  the  2800  square  foot,  four 
bedroom  home.  Additional  cozy  one  bedroom  cottage 
on  this  splendid  1.48  acre  lot  makes  this  one  a  prize. 
$629,000. 


www.coldwellbanker.com 


BANKfSRQ 


HAYES  ASSOCIATES 


(508)  748-3044 
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...The  Heart  of  Your  Home 

Co*c  In  Today  And  See  The  Dfference  We  Can  Make 
Professional  Design  at  Contractor's  Prices 


Kitchens  by  Design 


Lifestyles  Plaza      Rte  6  Fairhaven 
Tele.  992-9200  Showroom  Hours  M-F  10-5 
Saturday  by  appointment 
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Verticals,  Mini-Blinds, 

Duettes,  Crystal  Pleats, 

Pleated  Shades,  Silhouettes 

Draperies  &  Sheers 

Roman  Shades,  Balloons, 

Cornices 

Designer  Valances 

Custom  Comforters,  Dust  Ruffles 

Bedspreads,  Pillows 

Table  Rounds 
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40  Brandt  Beach  Avenue,  Mattapoisett,  MA 

758-4847 

Call  for  Appointment 
Monday-Friday  9  to  4,  Saturday  9  to  1  2 
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LWV  Recognition  Reception 

On  Thursday,  November  18,  the  local  League  of 
Women  Voters  (LWV)  is  holding  a  Recognition  Reception 
to  honor  and  thank  the  volunteers  who  serve,  in  many 
capacities,  the  governments  of  the  towns  of  Marion, 
Mattapoisett  and  Rochester.  All  residents  of  the  three 
towns  are  invited  to  attend. 

The  reception  will  be  held  at  the  Marion  Music 
Hall,  164  Front  Street.  Dessert  and  coffee  will  be  served 
and  all  residents  of  the  three  towns  are  invited  to  take 
part.  Anyone  interested  in  attending  should  call  Alice 
Piehler  at  748-2276  or  Jackie  Van  Voris  at  758-6727. 

Percussionist  in  Demand 

The  Tri-County  Symphonic  Band  needs  qualified 
percussionists  for  its  gala  holiday  concert.  This  is  a  fine 
opportunity  to  play  with  a  fine  concert  band  in  its  38th 
concert  season.  Rehearsals  are  held  Tuesday  evenings  in 
the  music  practice  room  of  Old  Rochester  Regional  High 
School  on  Route  6  in  Mattapoisett.  For  more  information 
about  stipends  and  to  arrange  an  audition,  please  contact 
Mr.  George  Dietzler,  Music  Director,  at  (508)  824-0286  or 
Dr.  Manuel  C.  Rosenfield,  President,  at  (508)  758-4457.  Be 
part  of  the  tradition  and  share  your  talent  in  the 
upcoming  Holiday  Season! 

Omelet  Fundraiser  in  Mattapoisett 

An  Omelet  Fundraiser  for  Heifer  Project 
International  will  be  held  at  the  Mattapoisett  Friends 
Meeting  House  on  Route  6  on  Saturday,  November  27 
from  8:00  to  10:00  pm.  Tickets  are  $5  each  with  $1  off  for 
children  under  12.  For  more  information  or  to  reserve 
tickets,  please  call  748-0098  or  go  online  to: 
www.capecod.net/mattapoisettfriends. 

Proceeds  will  be  sent  to  Heifer  Project 
International  (HPI),  an  organization  that  works  for  the 
dignity  and  well-being  of  all  people  by  supplying  training 
and  appropriate  livestock  for  the  local  economy.  More 
information  about  HPI's  programs  and  sponsorship 
opportunities  will  be  available  during  the  fundraiser. 


ARION 
ORTGAGE  CO. 


53  COUNTY  ROAD  MATTAPOISETT,  MA  02739 

TOLL  FREE  1  (888)  708-2770  or  (508)  758-2770 

FAX:  (508)  758-2704 

Specializing  in  Residential  Mortgages 

No-Points  &  No-Closing  Cost  Programs 

MA  Lic.#MB1291 

0%  Down  Farmers  Home  Loans  (no  waiting  list!) 


EDWIN  L.  PERKINS 
Co.,  Inc. 

PLUMBING  &  HEATING 

Reg.  #  8967 

758-3568 

Serving  the  Greater  Mattapoisett  Area  Since  1935 
Licensed  Men 

21  North  Street,  Mattapoisett 


Barn  Inspections  in  Rochester 

Rochester  Animal  Inspector/Animal  Control 
Officer  Robin  Prezner  has  advised  that  Barn  Inspections 
will  take  place  in  Rochester  now  through  the  first  week  of 
December.  For  more  information  or  to  schedule  an 
inspection,  please  contact  her  at  763-5326. 

Sippican  Historical  Society 

The  Sippican  Historical  Society  brings  the  past  to 
Marion  with  two  entertaining  programs  about  the 
fascinating  world  of  1627  Plymouth  Colony.  Two 
members  of  Plimoth  Plantation's  renowned  professional 
staff  will  present  hour-long  educational  programs 
wearing  authentic  costumes  and  speaking  with  a  regional, 


Charles  Cann 

Artistic  Woodworking 

**** 

Handwork 

Turning 

Carving 

Interior  trim 

Gilding 

Windows 

Doors 

Cabinets 

Mantels 

Signs 

Antique  restoration 
** 

Member  of  a  Co-op  that  builds  custom  kitchens,interior  and 
exterior  millwork,stairways,exhibits  and  environmental  signage. 


41a  Main  street,  Marion 


(508)  748  3843 
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Dinner  is  over.  The  kids  are  in  bed. 
Time  to  go  to  the  bank. 

With  the  busy  life  you  live  these  days,  one  of  the  last  things  you  probably  have  time  for 

is  the  bank.  Thaf  s  why  we  created  People's  Online  Branch.  It  means  that  you  can  do 

"just  about  anything,  on  your  time,  right  from  your  home  computer.  For  instance,  you  can 

check  account  balances  and  review  all  your  account  activity.  You  can  make  transfers 

from  one  account  to  another.  You  can  open  a  new  account,  buy  a  CD,  and  if  you  need  a  little  extra  cash, 

apply  for  a  loan  -  all  with  just  a  click  of  the  mouse.  You  can  even  pay  all  your  bills  with  Online  Bill  Pay. 

So,  if  time  is  something  you  have  very  little  of,  visit  our  Online  Branch  at  www.peoplessavingsbank.com 

and  start  doing  your  banking  any  time,  any  day. 


"Works  for  me." 


t=r 


LEJ  Equal  Housing  Lender 
Member  FDIC/DIF 
Member  of  the  SUM  Program 

Connecting  all  offices 

TOLL  FREE  at  1-888-222-9839 

www.peoplessavingsbank.com 

ran 


People' 


SavingsBank 

until  it  works  for  you. 


We  keep  working 
MATTAPOISETT  OFFICE  -  28  County  Road,  Mattapoisett,  MA  02739 


Online  Bill  Pay  is  free  for  the  first  3  months,  then  $4  00  per  month  thereafter.   If  you  open  a  Cyber  Checking  Account  tf 
or  are  a  Premier  Checking  Account  customer,  then  there  is  no  monthly  fee  for  Online  Bill  Pay. 
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EVERYONE  WELCOME 

5th  ANNUAL 

SUNDAY  BRUNCH 

FOR 


STATE  REPRESENTATIVE 
BILL  STRAUS 

November  7, 1999  ay  10:00AM 

Seaport  Inn 

Middle  Street,  Fairhaven 

Tickets  $15.00  per  person 

Available  at  door  or  by  calling  992-1270 


4 


FAIRHAVEN 

LUMBER  COMMNY 


HOW  AVAILABLE 


r 3 

mMa 


ALL  COLORS  &  FINISHES 


TOOL  REPAIR 

NOW  OPEN 

FAST  SERVICE 


993-2611 

120AldenRd,Fairtiaven 


Children's 

Painting  Classes 

Adults  too!  508-295-9700 

Waterlilies  Decorative  Art  Studio,  3065  Cranberry  Hwy,  E.  Wareham  (across  Benny's) 


English  dialect  of  the  17th  Century.  One  program  is 
designed  for  children,  the  other  for  adults.  All  Sippican 
Historical  Society  Programs  are  open  to  the  public  and 
free-of-charge.  Please  join  them  for  the  following: 

•  "A  Child's  Life  in  Plimoth"  -  Friday  November 
19  at  4:00  pm  in  St.  Gabriel's  Parish  Hall  -  Designed 
specifically  for  children  ages  5  to  11,  this  program  is 
taught  by  a  museum  teacher  from  Plimoth  Plantation  who 
portrays  an  actual  resident  of  1627  Plymouth  Colony  The 
museum  teacher  wears  an  authentic,  reproduction 
costume  and  uses  her  own  character's  unique  story  to 
frame  her  one-hour  program.  For  this  hour,  the  year  is 
1627,  and  the  museum  teacher  speaks  with  the 
appropriate  dialect.  In  addition,  the  museum  teacher 
brings  a  basket  of  reproduction  artifacts  to  illustrate  her 
story  and  to  share  with  the  audience.  This  program  is 
intended  for  a  family  audience  and  is  appropriate  for  all 
children  five  years  and  older.  Please  note  that  young 
children  must  be  accompanied  by  an  adult.  A  limit  of  60 
people  will  be  observed. 

•  "Horticulture  in  the  Seventeenth  Century"  - 
Tuesday,  November  30  at  7:30  pm  in  St.  Gabriel's  Parish 
Hall  -  Plimoth  Plantation  Staff  Horticulturalist  John  Forti 
will  present  an  hour-long  program  focusing  on 
horticulture  in  17th  century  Plymouth.  For  the  program, 
Mr.  Forti  assumes  the  role  of  a  physician  residing  in  1627 
Plymouth  Colony.  Topics  of  discussion  include  native 
plants  and  gardening  practices,  as  well  as  herbalism  and 
medicinal  uses  of  plants.  Don't  miss  this  dynamic, 
knowledgeable  speaker! 

Author  at  Fairhaven  Library 

Renowned  author  Jane  Yolen  will  be  visiting  The 
Millicent  Library  on  Wednesday,  November  10  at  7:00  pm. 
She  will  present  a  family  program  called  "Stories  to 


***      NOW       OPEN 


^CfC^ 


Dr.  Lee  Guertin 
44  Marion  Road 
Mattapoisett,  MA 
(508)  758-2999 


Comprehensive  Eye  Exams  *  Contact  Lens  Fittings 

Prescription  Sunglasses  *  Designer  Frames 

Colored  and  Toric  Contact  Lenses 

Hours:  Mon  1-8,  Wed  9-5,  Thu  9-5,  Fri  9-3,  Sat  9-1 
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24  Hour  Towing  &  Road  Service 

Scrap  Car  Removal  •  Flatbed  Service 

Reasonable  Rates 

992-8825  •  Mike  Paiva 


Celebrate  a  Life:  An  Evening  with  Jane  Yolen."  This 
program  is  being  offered  as  a  special  memorial  tribute  to 
Seth  Daigle,  the  17-year-old  boy  who  was  killed  in  an 
automobile  accident  earlier  this  year.  Seth  was 
particularly  fond  of  Jane  Yolen's  books. 

Jane  Yolen  has  written  over  125  books  for 
children,  young  adults,  and  adults.  She  is  a  distinguished 
storyteller,  poet  and  editor.  She  is  best  known  for  her 
literary  folk  talkes,  fairy  tales,  and  fantasy  novels.  She  has 
received  many  book  awards  including  the  Jewish  Book 
Award  for  The  Devil's  Arithmetic  and  a  Caldecott  Medal 
for  Owl  Moon.  Dragons  frequently  serve  as  symbols  and 
metaphors  in  Yolen's  stories.  This  is  true  in  her  critically- 
acclaimed  Pit  Dragon  fantasy  trilogy  for  young  adults. 
Seth  Daigle  enjoyed  this  series. 

Seating  is  limited  to  100  persons,  therefore  free 
tickets  to  the  program  must  be  picked  up  in  advance  at 
the  Circulation  Desk  of  The  Millicent  Library.  The 
program  is  recommended  for  elementary  ages  and  up. 


^e^o^fe  s4ccfo*Ptotive  S&ivcce 


GENERAL  REPAIRS 


Before  you 
take  the  road 
less  traveled 


Make  sure 
you  have 
good  treads 


24  HOUR  TOWING  SERVICE 
Days:  758-2153  If  No  Answer:  758-2425 


3  County  Road,  Route  6,  Mattapoisett 

(Across  from  the  Jack  Conway  Building) 
Citgo  Petroleum  Products 

OPEN:  Monday-Friday  8  to  5:30.  Saturday:  8  to  12:30 


Bill 
SHATTUCK 


Nancy  Train 
SMITH 


Laura 
ANDERSON 


exhibit  of  new  work 

Rogers  Gallery 


Monday,  November  8th  thru  Saturday, 
November  20th 


Fine  Art  •  Custom  Framing  •  American  Crafts  •  Distinctive  Jewelry 

Rivershops  •  Route  6  •  Mattapoisett  •  508-758-3641  •  Mon.-Sat.  9:30-5:00 
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*  NEW  TO  MARKET  • 


This  bright  and  cheery  Mattapoisett  2  bedroom  ranch 
has  hardwood  floors,  a  full  basement,  enclosed 
breezeway,  garage  and  a  nice  private  yard.  This  home 
is  very  well  maintained  and  there  is  a  new  title  V 
septic.  An  excellent  starter  or  retirement  home  that  is 
conveniently  located.  $149,900. 


WATERFFRONT  -  The  views  are  terrificL^d  overlook- 
ing your  private  100  ft^ajidi^r^urg^Tjrsonal  pier 
and  acrossJl>»-J-rj^c^^V^^i^--lrt^t^cTrhas  a  dining 
room,  fire\  Ij^i^rtiTrrjrroom,  formal  living  room  plus 
more.  Andyes,  you  can  moor  your  boat  out  front. 
$530,000. 


NEW  TO  M; 


Fairhaven 


seel 


^NE^rnrrTBalement.  $92,500. 


NEW  4  bedroom  special  custom  cape  with  superior 
quality  thru-out.  Located  south  of  Rt.  6  in  Mattapoisett 
in  a  desirable  established  neighborhood.  Special 
separate  home  office/guest  cottage  included.  All  com- 
puter network  wired.  $375,000. 

Fisher  &  Rocha  Inc. 

Real  Estate 

758-6738 

Jral        ■ 

l^"**^     17  Fairhaven  Road,  Mattapoisett 


+ 


KEEP  YOUR  PROPERTY  SAFE  AND  GOOD  LOOKING! 

Tree  scaping  by  selective  cutting,  trimming,  &  thinning 
We  increase  air  flow,  reduce  storm  damage  &  dampness. 

BEAVER  TREE  WORK 
TREE  EXPERTS 

♦  Tree  &  Stump  Removal  ♦  Clearing  ♦  Brush,  Briar 
&  Vine  mowing/  Removal  ^  Trimming  ♦•  Planting 
4^  Seasoned  Firewood 
20  Yrs.  Experience  -  Fully  Insured  -  Free  Estimates 

"LEAVE  IT  TO  BEAVER" 

SATISFACTION  GUARANTEED 

Licensed  Arborist    (508)  763-5008 


Turkey  Shoot  in  Mattapoisett 

The  public  is  invited  to  a  Turkey  Shoot  at  the  Fin, 
Fur  and  Feather  Club,  35  Crystal  Spring  Road  in 
Mattapoisett,  on  Sunday,  November  14  from  10:00  am  to 
2:00  pm  with  .22  rimfire  Lucky  Targets  in  the  morning 
and  12-gauge  Shotgun  Lucky  Targets  in  the  afternoon  at 
$2  per  round  (the  club  supplies  the  shotgun  shells). 
Breakfast  is  available  from  8:00  to  10:00  am;  and  lunch 
will  be  served  from  11:30  am  to  12:30  pm.  The  public  is 
also  welcome  for  trapshooting  on  Sunday  from  1:00  to 
4:00  pm,  weather  permitting,  for  $2.50  per  round. 

Chicken  BBQ  in  Marion 

The  Benjamin  D.  Cushing  Post  2425  Veterans  of 
Foreign  Wars  (VFW)  in  Marion  has  announced  a  Texas- 
style  "Take  Out  Only"  Chicken  Barbecue  on  Sunday, 
November  7  beginning  promptly  at  12:00  noon.  The  event 
will  be  held  at  the  VFW  Pavilion  on  Route  6  (Mill  Street) 
in  Marion  featuring  a  half-chicken  barbecued,  potato 
salad,  Blue  Lake  green  beans,  cranberry  sauce,  roll  and 
butter,  and  dessert.  The  donation  is  $7  per  person.  For 
tickets  and  information,  please  call:  Gerald  Barrows  (295- 
2848),  Mario  Tortora  (295-8265),  Richard  Ziemba  (295- 
7766),  Demi  Barros  (748-1028),  Warren  Washburn  (748- 
0791),  or  Manuel  Barboza  (947-8799). 

Book  Appraisals  in  Rochester 

Old  and  Rare  Book  Appraisals  will  be  conducted 


"  Someone  once  said  that  m  do  not  own  our  fine  antiques,  bur  are  only  rhelr 

caretakers  When  the  time  comes  to  dispose  of  your  "treasures",  please 

consider  us 

BUYERS  AND  SELLERS  OF  FINE  ANTIQUE  AND  ESTATE 
JEWELRY  AND  SILVER  SINCE  1979 

ANTIQUES 

1  Johnny  Cake  Hill  (near  the  Whaling  Museum) 

New  Bedford  MA  02740 

508 -996 -2320    email:    duval925e>aol.com 
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A  great  gift  idea  - 

OFFICIAL  TEAM  FLAGS 


BREWER  BANNER  DESIGNS 

77  Forest  St.,  New  Bedford,  MA  02740 

**•    996-6006    **• 


at  the  Plumb  Memorial  Library  in  Rochester  on 
Wednesday,  November  17  at  7:00  pm.  James  Visbeck  of 
Isaiah  Thomas  Books  and  Prints  in  Cotuit,  MA  will 
informally  appraise  your  old  and  rare  books.  Bring  your 
books  to  the  library  and  they  will  be  appraised  for  FREE. 
Limit  of  two  books  per  person  and  additional  titles  may 
be  appraised  if  time  permits.  Refreshments  will  be  served. 
For  more  information,  please  call  763-8600. 

ORR  Class  of  '79  Reunion 

The  20th  year  reunion  of  the  Old  Rochester 
Regional  High  School  Class  of  1979  will  be  held  on  Friday, 
November  26  at  the  Wamsutta  Club  in  New  Bedford.  The 


Boat  Yard,  Inc. 


Ralph's  Niftee 

Fiftee! 

Happy  Birthdee 

to  yee! 

(Isn't  the  foliage 

beautiful? 

Don't  forget  to  look!) 


A  Full  Service  Boatyard 
With  Great  Employees! 


"Do-lt-Yourself 

Inside  Boat  Storage 

By  the  Day,  Week,  Month 

or  Year 

Individual  Bays  for  Each  Boat 


Complete  Stock  Room  for 
your  convenience.  Open 
Saturday  mornings,  too! 


•  Emergency  Service 

•  Haul  &  Launch 

•  Crane  Service 

•  Welding 

•  Transient  Moorings 

•  Mobile  Fuel  Truck 


•  AWLGRIP 

•  Restoration 

•  Rigging 

•  Repowering 

•  Marine  Supplies 

•  Superior  Craftsmanship 


i  Professional,  Courteous  Staff  to  Provide 
All  Your  Boating  Needs  and  Supplies  X 
One  Park  Street,  P.O.  Box  744,  Mattapoisett 

508-758-3671    FAX:  508-758-3574 


•  FOOD  &  DRINKS  •  LOTTERY  •  GAS  &  DIESEL  •  ICE  •  PAPERS  •  MAPS  • 


TEXACO 

BEER 

Miller  genuine  Draft 

Bar  btls.  case  $9.99+Dep. 


Busch  &  Busch  Lt. 

Bar  btls.  case  $9.99+Dep. 

Michelob  &  Lite 

18  pack  cans  $10.99  +  Dep. 


Mattapoisett  Food  and  Fuel  758-3614 
and  Mattapoisett  Liquors  758-4332 


LIQUOR 

Cluny  Scotch  1.75ml 
$13.99-$2.00MIR=  $11.99 
Canadian  Ltd.  1.75ml  $13.99 
Parrot  Bay  Rum  1.75ml  $18.99 
Rubinoff  Vodka  1.75ml  $9.99 
Baileys  Irish  Cream  750ml  $16.99 
Tanqueray  Gin  175ml  $24.99 


CARLO  ROSSI 
4.0  Liter  Wines 

Chablis,  White  Grcnache,  Vin  Rose,  Blush, 

Burgundy,  Red  Sangria,  Paisano,  Rhine 

$7.99  Each  or  2  for  $14.99 


WINE 

Come  see  our  large  new 

wine  selections 

All  Fetzer  1.5ml  $15.99 

All  Forest  Glenn  750ml  $9.99 

Corbet  Canyon 

White  Zinfendel  1.5ml  $6.99 
Korbel  Champagne  750ml 
Brut/Extra  Dry  $11.99 
M&R  Ash  750ml  $10.99 
OVER  500  WINES  ON  DISPLAY 
NOW  AVAILABLE! 
Come  see  our  many  two  for 
specials! 


Sale  Effective  thru  11/1 


1 62  Fairhaven  Road,  Route  6  (Formerly  Circle  "B") 
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BELTONE  MAKES** 
HOUSE  CALLS  1.T 

CD  C  C  Have  your  hearing  tested  at  home  -  FREE. 

Right  now  your  Beltone  dispenser's 
Home  Care  Division  is  offering  FREE  at-home 
hearing  evaluations. 

In  the  privacy  of  your  home,  a  trained  Beltone 
hearing  instrument  specialist  will  perform  your 
evaluation  and  tell  you  precisely  what  you're  hearing 
and  what  you're  not.  Start  enjoying  all  the  sounds  of 
Fall  now.  Call  Beltone  today  to  set  aside  time  for 
your  FREE  at-home  hearing  evaluation.  If  you 
prefer,  office  tests  also  available. 

Se6me 

C    (    l    E    $    t    A    T    I    N    C 
TH[   SOUNDS   Of    lift 

383  Rockdale  Ave.,  New  Bedfrord 
996-5631 
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Wisher  &  Rocha 

Inc. 
Real  Estate 

758-6738 


Bruce  E.  Rocha  Sr. 


BUYERS  ARE  NOT  NAIVE 


Your  home  represents  an 
important  financial  asset. 
When  the  time  comes  to 
sell,  put  yourself  in  the 
buyer's  shoes.  He's  in  the 
same  financial  boat  and  will 
want  the  most  house  he  can 
get  for  the  money.  Frankly, 
the  stakes  are  too  high  to 
play  the  do-it-yourself 
game  in  this  monetary 
arena.  The  best  advice  is  - 
let  an  expert  sell  it. 

"But  why  a  Realtor,  when 
I  can  sell  it  myself  and  save 
the  commission?"  you  may 
ask.  "Right?"  ....  WRONG! 

The  average  buyer  is  far 
from  naive.  Before  you  even 


start  serious  negotiations, 
he'll  expect  you  to  deduct  the 
Broker's  commission  for  HIS 
benefit.  Then  you're  on  your 
own  in  the  critical  areas  of  fi- 
nancing, mortgages,  contracts 
and  deeds,  etc.  Your  home 
will  be  exposed  to  any  and  all 
unaccompanied  strangers 
who  knock. 

A  Realtor  will  save  you 
these  headaches  and  dangers. 
He'll  protect  your  interest 
and  sell  your  house  at  the 
best  price.  Statistics  have 
proven  this  time  and  again. 

BUYERS  BROKER 
AVAILABLE 


POWER  WASHING 

Cleans  all  types  of  siding  and  shingles 
also  specializing  in  siding  and  shingle  replacement 
New  Roofs  and  Repairs.  Free  estimates  •  Insured 
Michael  Clancy    758-4392 


evening  will  begin  with  appetizers  at  6:30  pm  and  dinner 
and  dancing  to  follow.  The  cost  is  $35  per  person  and 
checks  should  be  made  out  to  the  Class  of  1979.  If  you 
have  not  received  an  invitation  (which  may  happen  due 
to  address  changes)  and  would  like  to  attend,  please  send 
response  and  payment  to  Andrew  Chase,  P.O.  Box  46, 
Mattapoisett  MA  02739  or  you  may  call  him  at  758-2055. 

Acushnet  Historical  Society 

The  Acushnet  Historical  Society  will  meet  on 
Thursday,  November  18  at  7:00  pm,  with  a  business 
meeting  slated  between  7:45  and  8:30  pm.  The  guest 
speaker  will  be  Elaine  Marden,  whose  name  is  Whompi 
Mequin  (White  Feather).  Whompi  Mequin  is  a  member  of 
the  Wampanoags  of  Gay  Head  (Aquennah).  Come  and 
learn  about  the  history  of  the  Wampanoag  Nation,  and 
find  out  why  the  Wampanoags  do  not  celebrate 
Columbus  Day  or  Thanksgiving  Day.  All  members  and 
guests  are  invited  for  this  enjoyable  evening.  For  more 
information,  please  call  Linda  Guilbeault  at  763-9579. 

Fairhaven  Bike  Path  Signs 

The  public  is  invited  to  attend  the  dedication  of 
Fairhaven's  Phoenix  Bike  Path  signs.  The  event  will  be 
held  on  South  and  Main  Street  in  Fairhaven  on  Saturday, 
November  6  at  10:00  am.  Presenting  the  signs,  located  at 
the  beginning  and  end  of  the  bicycle  path,  will  be  the 
Board  of  Public  Works  and  invited  guests.  Funds  for  the 
signs  were  donated  by  friends  and  members  of  the 
Fairhaven  Bike  Path  Committee  and  several  local 
sponsors  and  businesses. 

Village  Holiday  Fair 

On  Saturday,  November  13,  from  9:00  am  to  3:00 
pm,  a  better-than-ever  Village  Holiday  Fair  will  be  held  at 


Fall  is  Colorful...  Let  Sowle's  Do  It  Right  for 

You  With  Our... 

HARVEST  OF  FLOWERS  &  FOLIAGE 


i^?o*A'lc     the    gfl&y-ist 

249  Ashley  Boulevard,  New  Bedford 
(508)  997-7866 


l**C 


Established  1889 
Do  It  Right  -  Do  it  with  Sowle  We  Accept  All  Major  Credit  Cards 
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ROBERT  ALLEN   <$****,  <^^r 

Remodeling  •  Decks  •  Windows 
y^     Additions  •  Siding  •  Bathrooms 

?S*        758-4753        uc#  044193 


the  Mattapoisett  Congregational  Church  Hall,  27  Church 
Street.  Special  attractions  are  new  and  used  jewelry  at 
reasonable  prices,  a  holiday  shop  with  decorations,  a  food 
booth  with  homemade  goodies,  also  new  and  used  books, 
needlework  with  unique  knitted  outfits  for  that  special 
doll,  new  household  items  and  a  country  store  with 
candy,  preserves  and  animal  treats.  Also  included  are 
greens  with  plants  and  wreaths,  a  boutique  booth  of  gifts 
including  doll  clothes,  a  silent  auction,  a  Chinese  auction, 
and  much  more. 

After  11:30  am,  fair  patrons  may  enjoy  a  delicious 
lunch  of  homemade  soup,  lobster  or  chicken  salad  rolls 
with  apple  crisp  a-la-mode  for  dessert.  The  Parish  Hall  is 
handicap-accessible,  so  when  planning  your  visits  to  local 
fairs,  please  remember  to  include  the  Village  Holiday  Fair 
in  Mattapoisett. 

Rochester  Holiday  Fair 

The  First  Congregational  Church  of  Rochester 
will  hold  a  Holiday  Gift  Fair  on  Saturday,  November  13 


finnan 

PERGO  $6-59s/f  installed 

•Over  25  years  installation  experience 
•No  subcontracting, 

we  install  what  we  sell 
•Ceramic  -  imported  &  domestic 
•Marble  &  Granite 
•Carpet  -  Commercial  &  Residential 
•Laminate  Floors  (Pergo) 
•Hardwood 
•Vinyl  Resilient  Floors 

Free  Estimates  •  Fully  Insured 

(508)991-6786 

96  State  Road,  No.  Dartmouth 
(Across  from  Bishop  Stang) 

More  Than  A  Truckload  of  Oil 


Call  to  find  out  why  more  than  3,000  of  your 
neighbors  have  chosen  to  rely  upon 
MITCHELL'S  as  their  full  service  oil  company. 


MITCHELL'S  Oil  &  HEATING  SERVICE 

Installation  •  Repair  •  Cleaning    997-7906 
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UNIQUE  PHOTOGQAPHS 


Perkins  Ltd. 
P.O.  Cox  325 


by  Sodil 
Maltapoi*ietL  MA  02739 


508-758-7810 


_  Save  10% 

on  your  auto  insurance' 


Save  an  additional  10%  on 
your  homeowners  insurance 

when  you  write  both  your  home  and  auto  with 
Premier  &  Travelers  insurance. 

Mr  Exceptional  Customer  Service 
ft.  Competitive  Rates 
ft  Discount  Programs 

Peter  P.  Briggs 
Insurance  Agency,  Inc- 

19  County  Road, 

Mattapoisett,  MA  TrawlersPropertyCasualt^ 

(508)  758-6929  A^^cat^  J 

"Step  9  Safe  Driver  Discount 

DON'T  FORGET  TO  ASK  ABOUT  OUR 
MULTI-CAR  DISCOUNT! 


Burr  Bros.  Boats,  Inc. 

"Everything  for  Boats" 

WINTERIZE  YOUR  OUTBOARD 

HAVE  YOUR  ENGINE  WINTERIZED 
BY  THE  PROFESSIONALS 

AUTHORIZED  DEALERS  FOR 

HONDA     MERCURY     YAMAHA     OMC 

309  FRONT  STREET,  MARION     (508)  748-0541 


from  10:00  am  to  3:00  pm,  with  lunch  served  from  11:30 
am  to  1:30  pm.  The  facility  is  handicap-accessible  and  the 
fair  will  feature  handmade  Christmas  ornaments,  crafts, 
art,  baked  goods,  hand-painted  wood,  and  candies. 

"Diary  of  Anne  Frank"  at  ORR 

Bring  your  entire  family  to  see  "The  Diary  of 
Anne  Frank"  at  Old  Rochester  Regional  High  School  on 
Thursday,  Friday  and  Saturday,  November  18,  19  and  20. 
The  evening  performance  begins  at  8:00  pm  and  the 
Saturday  matinee  begins  at  2:00  pm  in  the  high  school's 
Gilbert  D.  Bristol  Auditorium,  Route  6  in  Mattapoisett. 
Tickets  are  $8  for  adults,  and  $6  for  students  and  senior 
citizens.  Tickets  may  be  purchased  at  the  door,  or  in 
advance  at  the  Marion  General  Store,  Seaport  Village  Ice 
Cream  and  Coffee  Shop  in  Mattapoisett,  and  Lloyd's 
Market  and  Movies  &  More  in  Rochester. 

"The  Diary  of  Anne  Frank"  is  a  moving 
presentation  of  a  family  put  to  the  ultimate  test:  survival 
in  time  of  war.  Based  on  an  actual  diary  written  by  13- 
year-old  Anne  during  World  War  II,  the  show  follows  the 
Frank  family  into  hiding  in  an  attic,  and  depicts  the  highs 
and  lows  of  the  two-and-a-half  years  that  follow.  Directed 
by  Paul  Sardinha  and  featuring  Andrea  Caron  in  the  title 
role  on  stage,  with  voice-overs  by  Danielle  Anzaldi,  the 
show  is  not  a  depressing  tale  of  war,  but  an  uplifting 
demonstration  of  the  power  of  love.  Join  the  Old 
Rochester  Drama  Club  on  November  18,  19  and  20  for 
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Health  Care  and 
Home  Assistance 

Companions  and  Certified  Professionals 
Brenda  J.  Moniz    (508)  291-4188 
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MIKE'S  APPLIANCE 

I  Sales  and  Service9  Experienced  with  all  brands. 

Also  available  evenings,  weekends  and  holidays 

Mike  Healy      748-2557 


"The  Diary  of  Anne  Frank." 

Acushnet  School  Study  Committee 

The  Acushnet  School  Facilities  Study  Committee 
will  meet  at  the  Acushnet  Elementary  School  in  the  Burt 
Memorial  Library  at  800  Middle  Road,  Acushnet,  on 
Wednesday,  November  17  at  7:00  pm. 

ORR  Students  of  the  Month 

Susan  Hayward,  Assistant  Principal  of  Old 
Rochester  Regional  Junior  High  School,  announced  the 
following  Students  of  the  Month  for  October,  1999: 

•  GREEN  TEAM  -  Aleisha  Carlsen  and  Joseph  Risher; 

•  ORANGE  TEAM  -  Jessica  Bacon  and  Timothy  Bowman; 

•  BLUE  TEAM  -  Shaina  Case  and  Sean  Podrecca; 

•  RED  TEAM  -  Corey  Lorenco  and  Amanda  Fielding. 

Mattapoisett  Woman's  Club 

The  Mattapoisett  Woman's  Club  will  next  meet  on 
Thursday,  November  18  at  12:00  noon  at  the  Mattapoisett 


CENTER  GARAGE 

494  New  Bedford  Road 
Rochester,  MA  02770 

Global  Gas  -  Diesel  -  Propane 

STOP  IN  AND  SEE  OUR 

ASE  CERTIFIED  TECHNICIAN 

Bill  Sherman 

Specializing  in  Engine  Diagnostics. 


SPECIAL 

SOLD  '92  Olds  Cutlass  $2,895. 

'92  Mustang  $2,500. 

Many  Other  Great  Offers  Available 


24  Hour  Towing  Available 


WE  HANDLE  ALL  AUTOMOTIVE  REPAIRS 


Mon.-Fri.  7am-7pm 

Sat.7am-6pm  mm~]  763-8894 
Sun.  9am-3pm  ■««B=1  ■  ww    wwwt 


VISA 


McQoverns  GjoocCTcirtfi 

GIFT  &  GARDEN 

"  Planting  New  Ideas  " 

fresh,  SiCk,  and  dried   arrangements, 
swags, wreaths  ect.   custom  made  for  your  home  or 

office  decor 
fresh  f Cowers  for  aCC occasions. 
'Wedding  f Cowers  -  JuneraC  Arrangements 
proms  -  showers  -  fioCiday  centerpieces 

the  holiday  season  is  fast  aproching  and  it's  time  to 

order  your  centerpieces  and  decorations  and  don't 

forget  our  Christmas  dept  is  open 

pce-booking  xmas  tree  orders  now 

New  petting  area  come  see  our  new  pigmy  goats 

and  enter  "the  name  the  goat  contest"  and  win 

prizes  Hit 

Located  Next  to  G.  Bourne  Knowles 

267  Huttleston  Ave.  Fairhaven,  MA  (508)  994-5249 


AMEX 


DA.OU.  YANKEES 


SOLD     HER.C 
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French  Bread  and 
Blueberry  Muffins,  etc. 

Downstairs  at  the  Knights  of 

Columbus,  Route  6  in  Mattapoisett 

Open  Saturday  and  Sunday  10am-2pm 


HOMEMADE 

PIES  (10  inch) 


Apple  Pies  •  Pumpkin  Pies  •  Blueberry  Pies 
•  Mincemeat  Pies  •  Cranberry  Pies 


ORDER  EARLY 


ALSO  AVAILABLE 
Our  Famous 


French  Meat  Pies  (10  inch) 


r 


Don't  forget  our 
fresh  breads  and 

rolls  for  those 
special  occasions. 


The  Bedford  Merchant 

Yankee 
Candle 

Scent  of  the  Month 

of  November 

Harvest 

25%  OFF 


We  now  have  Christopher 
Radko  Ornaments 


Gift  Certificates 

Monday-Saturday  9-5,  Sunday  12-4 

Visa  &  MasterCard  Accepted 

28  William  Street,  New  Bedford,  MA  •  997-9194 

In  the  heart  of  New  Bedford's  Historic  District 


WHALE'S  TALE 

Scrimshaw 


Scrimshaw  •  Ivory  Carvings 
Nantucket  Lightship  Baskets 
Nautical  Gifts  •  Ship  Models 

42  North  Water  Street  •  New  Bedford  •  997-4233 

> » 

Congregational  Church,  Reynard  Hall.  Hostesses  Ann 
Coggins  and  Priscilla  Hathaway  and  their  tea  committee 
have  planned  a  delicious  autumn  luncheon.  The  menu 
will  include  hot  homemade  soups,  breads  and  desserts. 

Members  and  guests  will  enjoy  an  interesting  and 
informative  program  presented  by  Shepley  Financial 
Services.  The  topic  will  be  "How  to  Keep  'It'  ($)  in  Your 
Family."  There  will  be  a  question  and  answer  period 
during  this  program.  Members  are  encouraged  to  bring  a 
friend  or  prospective  member  to  the  monthly  meetings 
which  are  held  on  the  third  Thursday  of  the  month.  Any 
woman  interested  in  joining  the  club  may  call  Judy  at  758- 
9505  for  further  information. 

Rochester  Council  on  Aging 

Events  Calendar 

•  Thursday,  November  4  -  SHARE  (SERVE)  Sign-Up, 
12:00  noon  to  2:00  pm; 

•  Saturday,  November  6  -  Fair  at  St.  John  Neuman's,  9:00 
am  to  4:00  pm; 

•  Monday,  November  8  -  Trip  to  new  Providence  Place 
Mall,  please  call  763-8723  to  make  a  reservation; 

•  Thursday,  November  11  -  Veterans  Day  (Town  Hall  is 
closed);  Arts  and  Crafts  at  the  Senior  Center,  9:00  am  to 
12:00  noon  (please  call  763-8723  for  more  information); 

•  Saturday,  November  13  -  Christmas  Fair  at  First 
Congregational  Church,  10:00  am  to  3:00  pm  (light  lunch 
will  be  served); 


c  •  a  •  b 
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Every  Kitchen  Will  Be... 
UNIQUELY  YOURS! 

Tel.  (508)  999-9800 
416  Huttleston  Ave.  (Rt.  6)  Fairhaven,  MA  02719 

Hrs:  Tues.-Fri  10-4,  Sat,  10-2,  Morning  &  Evening  by  Appointment  Closed  Monday 
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Stapor^VlLLage. 
\ct  Cream  d  Coffee  SboPpe 


| 


ORDER  YOUR  THANKSGIVING 
PIES  EARLY!!     ^^ 

All  the  Traditional  "  Homebaked 
Favorites  from  the  "Seaport" 

Apple,  Pumpkin,  Blueberry, 
Cran-Apple, 


ftprerereTW^ 


•  Sunday,  November  14  -  Lions  Club  Breakfast  at  the 
Rochester  Grange  Hall,  8:00  to  11:30  am; 

•  Monday,  November  15  -  Bagging  at  Canton,  8:00  am 
(please  call  763-8723  to  make  a  reservation); 

•  Wednesday,  November  17  -  Council  on  Aging  Meeting, 
9:00  am; 

•  Thursday,  November  18  -  Thanksgiving  Dinner  at  4:30 
pm,  given  by  the  Rochester  Police  Department  at  Old 
Colony  Regional  Vocational  Technical  High  School; 

•  Saturday,  November  20  -  SHARE  (SERVE)  Pick-Up  from 
10:30  am  to  12:00  noon  (if  you  have  a  problem,  please  call 
Marie  at  763-8723); 

•  Monday,  November  22  -  Trip  to  Vanity  Fair  and  North 
Dartmouth  Mall,  lunch  at  Country  Buffet; 


Jahnsan. 


EVIHRUDE 


OUTBOARD  MOTORS 

In-Stock  For  Immediate  Delivery 

2HP  1998  REC 

(2)  5HP  1999  R4EE  4-Stroke 

(2)  6HP  18998  REC 

8HP  1999  RXEE 

15HP  1999  REE 

50HP  1999  PLEE 

Lowest  Prices  in  Area! 

Call  for  Great  Package  Price 


MATTAPOISETT 
BOATYARD,  INC. 


32  Ned's  Point  Road 

Mattapoisett,  MA  02739 

(508)  758-4791 

email:  mby@ma.ultranet.com 


£ 
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Proof  that  your  newspaper  also 
brings  you  good  news. 


i 


We'd  like  to  interrupt  this  newspaper  with  a  bit  of  news 
that  you  can  really  feel  good  about.  At  People's  Savings 
Bank,  strong  CD  rates  are  back  in  a  big  way.  So,  if  you're 
unsure  of  where  interest  rates  and  the  stock  market  are 
headed,  and  want  to  lock  in  a  safe,  guaranteed  return, 

you  should  take  advantage  of  this  terrific  offer  now.  To  find  out  more  visit  any  of  our  branches 

today,  or  call  us  toll  free  at  1-888-222-9839. 


"  Works  for  me." 


t"J  Equal  Housing  Lender 

Member  FDIC/DIF 

Member  of  the  SUM  Program 

Connecting  all  offices 

TOLL  FREE  at  1-888-222-9839 

www.peoplcssavingsbank.com 


People' 


We  keep  working 


SavingsBank 

until  it  works  for  you. 


MATTAPOISETT  OFFICE  -  28  County  Road,  Mattapoisett,  MA   02739 


'  Effective  Annual  Percentage  Yield  (APY)  is  based  on  monthly  compounding  assuming  principal  and  interest  are  left  to  accumulate  for  one  year  Substantial  penalty  for  earf>  withdrawal  Minimum  de 
of  $1,000  required.  Rate  effective  as  of  1 1/1/99.  Rates  subject  to  change  without  notice  People's  Premier  Account  requires  a  combined  deposit  relationship  (indudmg  a  NOW'  Account)  of  $10,000  or  i 
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The  Marion  Cafe 

Offering 

Breakfast  and 

Lunch  Daily 

Breakfast  menu  available 
anytime  on  weekends 


HOURS 

Sunday-Saturday  6:30am-2:00pm 
Closed  on  Tuesday 


GERTIE'S  CORNE 


Hours:  Wed.  &  Sat.  8:30-1,  Thurs  &  Fn  8:30-4 

Other  times  by  appointment  758-4399 

Village  Styling  Shop 

42  Main  Street,  Mattapoisett 


•  Tuesday,  November  23  -  AARP  Meeting  at  Town  Hall, 
1:00  pm; 

•  Thursday,  November  25  -  Thanksgiving  Day/Turkey 
Time  (Town  Hall /Office  Closed); 

•  Monday,  November  29  -  Tour  of  SEMASS  with  lunch  at 
Vel's  in  Wareham. 

Thanksgiving  Diitner 

The  Senior  Citizen's  Club  of  Rochester  will  have  a 
Thanksgiving  Dinner  on  Tuesday,  November  9  at  12:30  pm 
at  the  Rochester  Woman's  Club  on  Route  105  to  be 
prepared  by  the  members.  Please  bring  a  product  or 
canned  goods. 

Marion  Art  Center 

Death  Defying  Acts 

The  Marion  Art  Center's  fall  production  opens  on 
Friday,  November  12  at  8:00  pm  and  features  the  very 
contemporary  comedy  "Death  Defying  Acts"  by  Woody 
Allen,  Elaine  May,  and  David  Mamet.  If  life  is  a  circus,  as 
the  well-known  authors  would  appear  to  agree,  then 
madness  occupies  all  three  rings.  Produced  off-Broadway 
in  1995,  "Death  Defying  Acts"  is  an  evening  of  three  one- 
act  comedies  all  defying  death,  literally  and  figuratively 
Circus  is  also  more  than  just  a  metaphor  in  this  case! 

Directed  by  Jane  Babbitt,  the  cast  includes  veteran 
actors  Dorm  Tyler,  Cindy  Latham,  Michele  Kelley,  and 
Ronan  Babbitt  as  well  as  newcomers  Pete  Havel,  Carl 
Lamoureux,  and  Ruth  Olsen.  Making  her  Marion  Art 
Center  debut  is  Jennifer  Golarz,  a  recent  graduate  of 
Marymount  Manhattan  College  with  a  major  in  acting. 
Jennifer  has  performed  in  numerous  roles  in  plays  and 
musicals  in  the  New  York  area. 

The  show  will  run  two  weekends:  November  12, 
13, 18, 19  and  20.  Curtain  is  at  8:00  pm.  Reservations  are 
now  being  accepted  —  please  call  748-1266. 


2  Sconticut  Neck  Plaza,  Fairhaven  (508)  994-4208 
3095  Cranberry  Hgwy.,  Wareham  (508)  291-2633 
"We  are  proud  to  serve  freshly  baked  bagels  daily!" 
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HOSPITAL  APPAREL  •  SHOES  •  BOOTS  •  HELMETS 


HS^JJ  V/jJuIaMB<| 


Telephone: 
997-2688 


)     MIKE  &.  WAYNE'S,  Inc. 

I  UNIFORMS  4  ACCESSORIES 

A  Complete  Line  of  Uniforms  &  Accessories  for 

LAW  ENFORCEMENT  •  FIRE  •  MEDICAL  •  POSTAL 

163  Huttleston  Avenue  Fairhaven 

Visit  our  web  site  at:  www.mikeandwaynes.com 


MEDICAL  INSTRUMENTS  •  UNIFORMS  •  BADGES 


Watercolor  Exhibit 

An  exhibition  of  watercolors  by  Nancy  Fulton, 
Sue  Patterson,  and  Bess  Woodworth  is  now  on  display  at 
the  Marion  Art  Center. 

Nancy  Fulton  is  a  graduate  of  Boston 
Architectural  Center  and,  as  a  registered  architect,  has  led 
the  design  on  a  variety  of  buildings.  Before  that,  she  was  a 
certified  gold  and  silver  jeweler.  For  the  past  several 
years,  she  has  dedicated  more  and  more  time  to  painting. 

Sue  Patterson  lives  in  Dover,  Massachusetts,  and 
has  been  painting  in  oil  and  watercolor  for  seven  years. 
She  has  studied  at  the  Museum  of  Fine  Arts  in  Boston 
under  Judy  Ryan  and  Joan  Asquith,  and  has  taken  a 
number  of  workshops  in  the  U.S.  and  Canada  with 


Keeping  the  Family  Healthy 


Renee  Desrosiers,  PA-C 
Physician  Assistant 


In  practice  with  Drs.  Costa,  Nahigyan  and  Chesney 

Graduate  of  Northeastern  University  Physician  Assistant 

Program 

Providing  total  care  for  children,  teenagers 

and  adults  with  an  emphasis  on  prevention 

Disease  management  including  diabetes,  cholesterol 

monitoring  and  cardiovascular  conditions 

Special  interest  in  adolescent  medicine  and  gynecology 

109  Fairhaven  Road 

Mattapoisett,  Massachusetts 

758-3781 


SI 


SOUTHCOAST 


%ff  to  Our  SHOE  Dept. 

Safe! 


and  get  20%  OFF 


^N  DANSKO  JVAq 
v        WOLVERINE         y 

S^AGo       vvotic* 

Just  to  name  a  few  -  In  stock  only 

Sale  Starts  October  30th  through  November  13th 
Fairhaven's  Old  Fashioned  General  Store 

EURO  SHIP  STORE 

2  Ferry  Street,  Fairhaven  •  994-3020 

Hours:  Mon.-Fri.  8-5,  Sat.  8-4  Major  Credit  Cards  Accepted 
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Pamela  Williams.  She  also  studied  watercolor  with  Nancy 
Howell,  Charles  Parsons,  and  Tim  Clark. 

Bess  Wood  worth  won  her  first  "first"  in  1995  with 
a  watercolor  painting  of  a  stone  wall  in  Byfield, 
Massachusetts.  She  began  with  pastels,  but  soon  switched 
to  watercolors.  She  is  a  serious  painter  whose  color  is 
vibrant  and  clear.  She  has  shown  her  work  at  the  art 
associations  in  Cambridge,  Concord,  Needham,  and 
Wellesley. 

The  watercolor  show  will  be  on  display  through 
November  19.  The  Marion  Art  Center  is  located  at  the 
corner  of  Main  and  Pleasant  Streets  in  Marion.  The 
galleries  are  open  to  the  public,  Tuesday  through  Friday, 
1:00  to  5:00  pm,  and  Saturday,  10:00  am  to  2:00  pm. 
Admission  is  FREE. 

Blood  Pressure  Clinics 

Blood  Pressure  Clinics  for  the  month  of 
November  will  be  held  on  Wednesday,  November  10  from 
1:00  to  3:00  pm  and  on  Wednesday,  November  17  from 
5:30  to  7:30  pm.  Clinics  are  held  at  the  American  Legion 
Hall  on  Depot  Street  and  are  open  to  all  Mattapoisett 
residents. 

School  Committee  Meetings 

The  following  is  a  schedule  of  School  Committee 
meetings  for  November: 


Great  Scapes 

Nursery  &  Greenhouse 


SALE 

20%  OFF 

Perennials,  Trees  &  Shrubs 


Still  plenty  of  time  for  fall  planting 


November  -Open  by  Chance  or  Appointment 


Fall  Bulbs  Are  In 


VISA/MC    Gift  Certificates 


Also  at  this  location:  Jilly's  Antiques 

Specializing  in  Garden  Related 

and  Archetectural  Items 


87  County  Road  (Rt.  6) 

Mattapoisett 
758-9755     758-4409 


•  Monday,  November  8  at  7:30  pm  -  Mattapoisett  School 
Committee  at  Old  Hammondtown  School; 

•  Tuesday,  November  9  at  7:30  pm  -  ORR  District  School 
Committee  in  the  Dr.  Joseph  C.  Kunces  Memorial  Library 
at  ORR  High  School; 

•  Thursday,  November  18  at  7:30  pm  -  Rochester  School 
Committee  at  Memorial  School. 

Rep.  Straus  in  Mattapoisett 

State  Representative  William  Straus  (D- 
Mattapoisett)  will  hold  district  office  hours  at  the 
Mattapoisett  Council  on  Aging  office  in  the  Knights  of 
Columbus  Hall  on  Route  6  on  Friday,  November  5  from 
10:30  am  to  11:30  am.  No  appointment  is  necessary. 

French  Singer  in  Marion 

French  composer  and  singer  Eric  Vincent  will 
perform  at  Tabor  Academy's  Fireman  Center  on 
Thursday,  November  4  at  7:30  pm.  Highly  acclaimed  for 
his  dynamic  performances,  Mr.  Vincent  will  offer 
selections  ranging  from  ethnic  folk  songs  to  jazz.  Mr. 
Vincent  arrived  in  Paris  from  the  west  of  France  at  the  age 
of  twenty-one  to  further  his  career  as  a  singer  and  has 
subsequently  performed  in  more  than  100  countries.  He 
considers  music  to  be  a  universal  medium  of 
communicating  among  people.  Love,  passion,  and  all  that 
concerns  life  are  themes,  which  he  addresses  in  his  songs. 
Tabor's  sponsorship  of  Mr.  Vincent  is  part  of  a  celebration 
aimed  at  promoting  French.  Tickets  for  the  performance 
are  $4  and  are  available  at  the  door.  Please  call  Connie 
Pierce  at  Tabor  Academy  (748-2000)  for  more  information. 

ORR  Plans  School  Trips 

A  ten-day  trip  to  England  and  France  over  the 
April,  2000  vacation  is  open  to  all  students  and  adults  in 
the  Old  Rochester  Regional  communities  and  features 
overnight  stays  in  London,  Normandy,  St.  Malo,  the  Loire 
Valley,  and  Paris.  Highlights  will  include:  guided  tours  of 
historic  London  and  Paris,  excursions  to  Windsor,  Mont- 
St.  Michel,  Chateau  de  Chenonceau,  Notre  Dame 
Cathedral,  and  Versailles,  guided  trips  to  the  coasts  of 
Normandy  and  St.  Malo,  a  visit  to  the  world  renowned 
Louvre,  and  an  exciting  ferry  crossing  of  the  English 
Channel.  Included  in  the  cost  of  the  trip  is:  round  trip 
airfare,  eight  overnight  stays  in  hotels  with  private 
bathrooms,  internal  transportation,  transfers,  airport 
taxes,  all  admissions  to  special  attractions,  and  breakfast 
and  dinner  daily.  For  more  information,  please  call  the 
high  school  at  758-3745  and  ask  for  Ms.  Forgue,  Ms. 
O'Brien,  or  Ms.  Wickman.  Won't  you  join  ORR  for 
springtime  in  Paris? 

ORR  High  School  is  also  offering  an  exciting 
opportunity  for  all  students  and  adults  in  the  Old 
Rochester  communities  to  travel  to  Peru  for  a  guided  city 
tour  of  Lima,  a  flight  across  the  majestic  Andes  to  Cusco, 
an  alpine  train  ride  and  excursion  to  Machu  Picchu,  a 
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riverboat  cruise  on  the  mighty  Amazon  River,  a  stay  at  an 
authentic  jungle  lodge,  and  a  visit  to  two  indigenous 
villages.  A  bilingual  guide  will  accompany  the  group  for 
the  entire  eight-day  tour  departing  on  June  20,  2000. 
Included  in  the  cost  of  the  trip  is:  round  trip  airfare, 
internal  transportation,  transfers,  all  admissions,  and  two 
meals  a  day  (plus  lunch  on  excursion  days).  For  more 
information,  please  call  the  high  school  at  758-3745  and 
ask  for  Mr.  Ellis,  Ms.  Hong,  or  Ms.  Wickman.  Get  on 
board  now  for  this  once-in-a-lifetime  trip! 

Mattapoisett  Transfer  Station 

The  Mattapoisett  Transfer  Station  is  now 
following  winter  hours.  Hours  of  operation  will  be  Friday 
and  Saturday,  8:00  am  to  3:00  pm.  If  you  have  any 
questions,  please  call  the  Mattapoisett  Board  of  Health  at 
758-4112. 

Rochester  Republican  Committee 

The  Rochester  Republican  Town  Committee 
invites  the  public  to  "Clam  Chowder  Fest  '99"  from  6:00 
to  8:00  pm  on  Friday,  November  5  at  the  Knights  of 
Columbus  Hall,  57  Fairhaven  Road,  Mattapoisett.  The 
donation  is  $10  per  person.  Please  contact  Marion 
Hartshorn  at  763-3044  for  reservations.  Tickets  will  be 
available  at  the  door  while  they  last! 

Tri-Town  Community  Playgroup 

New  members  are  invited  to  join  the  Tri-Town 
Community  Playgroup  which  meets  every  Friday  from 
9:30  am  to  11:00  am  at  the  Congregational  Church  of 
Mattapoisett.  The  playgroup  is  open  to  children  from 
birth  to  five  years  old.  Parents  or  caregivers  and  children 
join  in  together  to  create  a  fun  atmosphere.  An  activity  is 
planned  each  week  and  directed  by  a  playgroup  leader. 
Lots  of  free  play  activities  are  also  available.  The 
playgroup  provides  a  great  opportunity  to  meet  other 
families  in  the  area  with  children  of  the  same  age. 

Plans  for  the  November  5  will  include  potato 
printing.  There  will  be  no  playgroup  on  November  12  due 
to  the  church  fair. 

To  register,  please  call  playgroup  coordinator 
Temple  at  748-3023.  The  playgroup  is  sponsored,  in  part, 
through  Old  Rochester's  Community  Partnerships  for 
Children  grant.  For  information  or  other  events  and 
activities  for  parents  and  young  children,  please  call  the 
Early  Childhood  Office  at  748-1863. 

Mattapoisett  Town  Clerk 

Mattapoisett  Web  Site 

Visit  the  town's  web  site  at  www.mattapoisett.net. 
The  home  page  has  direct  links  to  hurricane  and  tide 
information.  These  are  just  a  couple  of  the  many  features 
of  the  site.  They  are  working  daily  on  additional 
information.  Comments  are  welcome. 
GIS  Committee 
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The  Mattapoisett  GIS  Committee  needs 
volunteers  with  GIS  or  ARC  VIEW  experience.  They  are 
ready  to  go  forward  with  the  process  to  digitize  the  town, 
write  an  RFP,  seeking  funding,  and  the  like.  Please 
respond  to  the  Selectmen's  Office,  P.O.  Box  435, 
Mattapoisett,  MA. 
Mooring  Permit  Holders 

If  you  received  a  pink  "Mooring  Inspection 
Certificate"  to  be  completed  and  filed  with  the  Town 
Clerk  (Moorings  with  the  preface  A,  B,  C,  D,  E,  F,  or  G), 
please  send  them  in  ASAP 
Marine  Advisory  Board 

There  is  a  vacancy  on  the  Marine  Advisory  Board. 
If  you  are  interested,  please  send  a  letter  of  interest  to  the 
Board  of  Selectmen,  c/o  Mattapoisett  Town  Hall. 

Marion  Social  Club  Cookbook 

The  Marion  Social  Club  Cookbook  is  a  collection 
of  recipes  from  members  and  friends,  providing  local 
flavor,  history,  kitchen  hints  and  information.  Place  it  on 
your  shopping  list  —  it's  a  perfect  gift  for  yourself,  for  a 
shower,  friend  or  relative  that  has  moved  away  or  the 
cookbook  collector.  Think  holidays  and  shop  early! 
Reasonably  priced  at  only  $8  per  copy,  the  cookbook  is 
available  at:  The  Bookstall,  151  Front  Street  in  Marion;  Bev 
Loves  Books  in  the  Plumb  Corner  Mall  in  Rochester- 
Castle  Books,  193  Main  Street,  downtown  Wareham  ...  or 
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8M®  ££ 

^>S    SPECIALS! 

•Pitchers  $5.  •  Pints  $1.50 

99c  Appetizers 

5  televisions 

Monday  &  Tuesday 

PASTA  SPECIALS 

4pm-6pm...  2  for  1 
6pm  to  10pm...  Buy  1  Get  2nd  for  1/2  price 

Eat-in  Only  -  Higher  Price  Prevails 

•Smoked  Chicken  Ravioli  •  Chicken  Parm 

•Veal  Parm  •  Spaghetti  w/  Meatballs 

•Lasagna  and  More 

79  Fairhaven  Road  (Rt.  6)  Mattapoisett 
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you  may  call  748-0373  to  place  an  order  or  more 
information. 

YGRR  Calendars  Available 

Yankee  Golden  Retriever  Rescue  (YGRR)  2000 
calendars  are  available  for  sale  throughout  the  area. 
Established  in  1985,  YGRR  is  a  voluntary,  non-profit 
organization  which  is  dedicated  to  providing  veterinary 
care,  comprehensive  evaluation  and  adoptive  homes  to 
Golden  Retrievers  who  are  abandoned,  mistreated, 
neglected,  of  left  in  pounds  throughout  the  six  New 
England  states.  Rescue  services  are  also  provided  to  the 
Goldens  in  acute  need  of  placement  due  to  compelling 
family  circumstances. 

In  addition  to  services  for  hundreds  of  young, 
healthy  Golden  Retrievers,  YGRR  is  particularly  proud  of 
its  programs  of  care  for  senior  Goldens  or  dogs  with 
special  medical  needs.  Since  its  founding,  YGRR  has 
provided  rescue  services  to  thousands  of  Golden 
Retrievers.  Hundreds  of  others  have  been  assisted  by 
YGRR  counseling  and  referrals  to  veterinary  specialists, 
obedience  trainers  and  animal  behaviorists.  The  hotline 
number  is  978-568-9700  and  the  internet  address  is  http:/ 
/www.tiac.net/users/laytin/yankee/  with  its 
headquarters  located  at  Riverview  in  Hudson,  MA. 

The  new  2000  Yankee  Golden  Retriever  Rescue 
calendar  is  now  available  for  sale  at:  Preppy  Puppy  in 
Buzzards  Bay;  Fairlane  Golden  Retrievers,  Pet  Haven,  and 
New  England  Animal  Hospital  in  Fairhaven;  The  Sitting 
Duck  in  Marion;  Blossoms,  Denise's  Pet  Care,  Mahoney's, 
and  Plymouth  County  Dog  Training  Club  (Paul  Wood)  in 
Mattapoisett;  or  by  calling  Betsy  Ann  Wood  at  758-6066. 
This  year's  calendar  features  Zu  and  Lu  for  the  month  of 
August,  owned  by  Jean  and  Peter  West  of  Mattapoisett.  In 
the  past,  the  calendar  has  also  featured  another 
Mattapoisett  Golden:  Miss  Star-Belle. 

Rochester  Journal  Submissions 

Do  you  have  stories  to  tell  about  growing  up  in 
Rochester  or  about  an  interesting  Rochester  person,  place 
or  thing?  Do  you  have  artwork  or  photographs  you'd  like 
to  share?  Do  you  have  a  poem  you've  written,  or  a 
memory  that  needs  to  be  written  down? 

Many  residents  have  purchased  copies  of  the 
Rochester  Journal:  Diary  of  a  Hometown,  and  read  the 
unique  stories  and  memories  that  a  number  of  people 
shared  with  them.  The  Friends  of  the  Plumb  Library  are  in 
the  process  of  putting  together  volume  two  of  the 
Rochester  Journal.  They  are  hoping  to  publish  this  volume 
in  the  spring,  to  coincide  with  the  town's  millennium 
celebration. 

Please  send  your  submissions  as  soon  as  you  can. 
They  will  accept  any  time  of  material  from  adults, 
children,  and  young  adults.  They  would  particularly  like 
to  include  more  artwork  and  photographs,  either  of 
present-day  Rochester  or  Rochester  of  yesteryear. 
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If  you  have  stories  to  share  but  don't  know  where 
to  begin,  please  contact  Lucy  Loomis  at  the  Plumb  Library 
at  763-8600  and  she  can  work  with  you  to  get  them  down 
on  paper.  Each  citizen's  unique  viewpoint  is  what  makes 
the  town  so  interesting  and  vital. 

The  deadline  for  submissions  is  December  31, 
1999  ...  but  don't  wait!  Get  your  submissions  in  as  soon  as 
possible  so  they  can  begin  working  on  this  next  volume  of 
hometown  memories. 

Sippican  Rod  and  Gun  Club 

Turkey  Shoot 

The  Sippican  Rod  and  Gun  Club's  annual 
Thanksgiving  Turkey  Shoot  will  be  held  on  Sunday, 
November  14  at  11:00  am.  The  shoot  will  feature  .22 
caliber  and  shotgun  events  with  multiple  firing  orders 
and  the  high  score  in  each  order  wins  a  turkey.  In  the 
Lucky  Target  event,  your  chances  are  as  good  as  the  next 
person's.  All  you  have  to  do  is  hit  the  paper.  Lastly,  .22 
Caliber  Rifle  and  Pistol  Gallery  events  will  include  falling 
steel  plate,  plastic  ducks,  and  exploding  bonus  targets 
(open  sights  only).  Cider,  donuts  and  coffee  will  be 
served,  and  there  is  a  $3  enty  fee. 

Community  Thanksgiving  Baskets 

Community  Resources  Network  (CRN) 
announced  that  once  again  this  year  it  will  be  assembling 


Thanksgiving  food  baskets  for  some  200  area  families  in 
need.  Baskets  containing  a  turkey,  stuffing,  cranberry 
sauce,  and  vegetables  will  be  available  for  pick  up  at  the 
Wareham  Town  Hall  during  the  late  morning  and  early 
afternoon  of  Tuesday,  November  23. 

Residents  of  Marion,  Onset,  Buzzards  Bay, 
Rochester,  and  Wareham  may  apply  for  a  basket  by 
calling  CRN  at  295-0080.  Volunteers  are  welcome  to  help 
prepare  baskets  and  carry  them  out  to  recipients'  cars. 
Work  will  start  at  8:00  am  on  Tuesday,  November  23  in  the 
Wareham  Town  Hall  auditorium. 

CRN  is  an  all-volunteer  organization  drawing  its 
membership  from  churches,  businesses,  non-profit 
organizations,  and  individual  community  residents.  In 
addition  to  its  Thanksgiving  basket  program,  CRN's 
services  include  assistance  to  those  in  need  of  food, 
furniture,  and  fuel.  CRN  also  has  an  Extended  Help 
program  which  provides  one-time,  short-term  assistance 
with  living  costs.  CRN's  motto  is  "Give  and  We'll  Share." 

Christmas  Fair  in  Mattapoisett 

St.  Anthony's  Church  in  Mattapoisett  is  busy 
planning  their  annual  Christmas  Fair  for  Saturday, 
December  4  from  9:00  am  to  2:00  pm.  The  theme  of  the 
fair  is  "Harborside  Christmas"  and  will  feature  seaside 
decorations. 

The  Christmas  ornament  designed  by  Roni  King 


MATTAPOISETT  -  Village  waterview  antique 
home,  c  1801,  with  harbor  waterviews.  7RM, 
3BR,  2  BA  and  1/3  acre  of  prime  Village  land. 
$489,000. 


MATTAPOISETT  -  Antique  Cape  with  six  very 
spacious  rooms  plus  breezeway  &  garage. 
Located  near  Village  with  town  water  & 
sewer.  $260,000. 


MARION  -  Good  value!  Custom  post  and 
beam  Cape  situated  in  private  setting.  Built  in 
1994,  you  will  find  many  quality  features 
throughout.  $229,000. 
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MATTAPOISETT  -  Located  in  a  convenient  area! 
This  eight  room  home  needs  some  updating 
but  has  a  recent  kitchen  and  wonderful 
sunporch.  $161,500. 


MATTAPOISETT  -  Almost  new!  Three 
bedroom,  2  bath  Gambrel  in  quiet  family 
neighborhood.  Open  floor  plan  on  1st  floor 
with  fireplaced  LR.  $199,000. 


MATTAPOISETT  -  Renovated  in  1985,  this 
home  is  a  charming  combination  of  cape 
contemporary  styling.  Waterviews  of  Pine 
Island  Poi-.d  &  Buzzards  Bav.  $249,000. 
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25  County  Road  (Route  6),  Mattapoisett 
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is  a  wooden  whale  with  the  drawing  of  the  Wanderer  by 
George  Avila  decoupaged  on  the  whale  by  Roni  King  and 
Lee  Talty  The  main  raffle  will  feature  five  items:  a  $500 
bond,  a  decorative  pintail  duck  decoy  hand-carved  by 
Gene  Pursley  a  garden  trellis  Bellek  Bowl  donated  by  Kay 
Levine,  a  framed  original  watercolor  painting  bv  local 
artist  Yvette  Gelineau,  and  a  BMX  bicycle  donated  by  The 
Village  Peddler. 

The  fair  will  have  a  knit  table,  a  Boutique  of 
holiday  creations,  baked  goods  table,  a  Children's  Room, 
a  greens  table  of  wreaths,  plain  and  decorated.  Also,  a 
table  of  new  and  unused  items,  antique  glass,  plus 
jewelrv.  There  will  be  a  Christmas  Auction  Table  featuring 
hand-made  items  and  donated  goods  from  local 
businesses. 

Lunch  will  be  served  at  12:00  noon,  with  coffee, 
donuts,  and  malassadas  in  the  morning.  Santa  will  stop 
by  also,  so  plan  to  come  and  join  the  festivities. 

Rochester  Council  on  Aging 

Lunch 

Lunch  is  held  at  the  Vestry  on  Tuesday  and 
Thursday  at  11:45  am  at  a  cost  of  $1.25. 
SHINE  Counselor 

The  SHINE  Counselor  is  available  at  the 
Rochester  COA  everyday,  Monday  through  Thursday, 
from  9:00  am  to  12:00  noon. 
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SERVE/SHARE 

SERVE  (SHARE)  pick-up  day  is  the  fourth 
Saturday  of  the  month  at  the  Rochester  Woman's  Club  at 
1:00  pm.  All  are  welcome. 
AARP 

AARP  meets  on  the  fourth  Tuesday  of  the  month 
at  1:00  pm  at  the  Rochester  Town  Hall  and  all  are 
welcome. 
Trips 

The  Rochester  COA  trips  are  held  on  Monday  and 
the  van  leaves  Town  Hall  at  9:00  am.  The  COA  tries  to  do 
special  events  for  seniors,  and  take  them  to  places  that  are 
of  interest  to  all. 
Shopping 

Shopping  trips  are  on  Wednesday  at  9:00  am. 
Please  call  763-8723  to  make  reservations  for  the  van  to 
pick  you  up. 
Doctor's  Appointments 

The  Rochester  COA  van  will  take  seniors  to 
doctor's  appointments  — just  call  763-8723  at  least  24 
hours  in  advance  to  schedule  a  ride. 

Marion  Ambulance  Fund 

Have  you  been  to  the  Marion  Town  House  lately? 
The  thermometer  for  the  new  ambulance  has  been  stuck 
on  $37,000  for  over  two  weeks!  The  Marion  Ambulance 
Fund  organizers  realize  a  lot  is  being  asked  of  everyone 
this  year,  and  many  have  already  donated  and  they  thank 
you.  But  there  are  approximately  2,200  households  they 
have  not  heard  from. 

The  services  of  the  Marion  ambulance  is  FREE  to 
all  Marion  residents.  Donations,  large  or  small,  are  tax- 
deductible  and  will  help  them  reach  their  goal  of  $110,000. 
Please  send  your  donations  to:  Marion  VFW  Ambulance 
Fund,  P.O.  Box  126,  Marion,  MA  02738. 

ORR  Class  of  1989  Reunion 

The  tenth  year  reunion  of  the  ORR  Class  of  1989 
will  be  held  on  Saturday,  November  27  at  the  Music  Hall 
in  Marion.  Parents  and  friends  are  kindly  asked  to  assist 
in  locating  classmates.  The  committee  is  still  looking  for 
the  following  people:  Christopher  Baldwin,  Thomas 
Bernier,  Christine  Bertrand,  Dewayne  Barber,  Emily  Ford, 
Deane  Johansen,  Lori  Ann  Mello,  Antone  Mello,  Shelley 
Roedl,  Elizabeth  Rose,  Robert  Rose,  Paul  Rossi,  Heather 
Ruel,  Mark  Santos,  Donald  Sargelis,  Jeffrey  Shaw,  Heather 
Smith,  Charlene  Souza,  Naomi  Souza,  Chris  Spyropoulos, 
Jennifer  Stanley,  David  Tahitinen,  Tracey  Tirrell,  Kathleen 
Waters,  Michelle  Watts,  and  Rodney  Wilson.  If  a  current 
address  is  known  on  these  individuals,  your  immediate 
reply  can  be  sent  to:  M.  Hughes,  63  Old  Schoolhouse 
Road,  Rochester,  MA  02770;  telephone  (508)  763-9003,  or 
e-mail:  mahughes@massed.net. 
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Marion  Council  on  Aging 

File  of  Life 

The  File  of  Life  refrigerator  magnets  have  arrived! 
These  magnets  contain  life-saving  information  and  can  be 
picked  up  at  the  COA. 
Tole  Painting 

Tole  Painting  will  be  held  on  Tuesday,  November 
16  at  1:00  pm  at  the  Senior  Drop-In  Center.  Come  join  the 
fun.  This  month's  project  will  be  a  snowperson  which  will 
be  ready  for  hanging. 
55  Alive 

The  AARP  (American  Association  of  Retired 
Persons)  55  Alive  Driver  Safety  Course  will  be  held  at  the 
Senior  Drop-In  Center  on  December  7  and  December  8 
from  8:30  am  to  12:30  pm.  The  cost  for  this  two-day 
program,  which  includes  all  materials,  is  $8.  Space  is 
limited. 
Art  Therapy 

Another  series  of  Art  Therapy  workshops  will  be 
offered  beginning  January  12  and  will  run  for  six  weeks. 
There  are  only  two  openings,  so  please  call  soon  to 
reserve  your  place. 
Shopping 

The  Senior  Van  travels  to  the  IGA  in  Wareham  on 
Tuesday  and  to  Shaw's  on  Friday. 
Town  Nurse 

Town  Nurse  Martha  Griffiths,  RN,  BSN,  is 
available  on  Monday  from  9:00  to  11:00  am  at  the  Town 
Hall  for  Blood  Pressure  Screening  and  Health  Counseling 
on  a  walk-in  basis. 
Whist 

Whist  is  being  played  at  the  Senior  Drop-In 
Center  on  the  second  and  fourth  Tuesday  of  every  month 
at  1:00  pm.  Come  join  the  fun!  Everyone  is  always 
welcome.  A  small  fee  of  $1  will  be  charged. 
Soup  Labels 

Campbell's  Soupjabels  are  still  being  collected  at 
the  Senior  Drop-In  Center  to  help  support  Sippican 
School. 

Crafters  Wanted  in  Fairhaven 

Be  part  of  the  Victorian  Holiday  experience  this 
year  as  the  First  Congregational  Church  in  Fairhaven  will 
be  sponsoring  an  area  for  outside  crafters  to  show  their 
wares  on  Saturday,  December  11.  Cost  for  a  table  is  $30.  If 
you  are  interested,  please  contact  the  church  office  at  993- 
3368,  Monday  through  Friday,  9:00  am  to  12:00  noon. 

Mattapoisett  Board  of  Assessors 

The  Mattapoisett  Assessors'  Office  has  completed 
the  revaluation  for  fiscal  year  2000.  The  Department  of 
Revenue  has  given  the  project  preliminary  certification. 
The  town  is  required  to  conduct  a  townwide  revaluation 
for  all  properties  every  three  years.  The  proposed 
valuations  are  based  on  1998  real  estate  sales.  The 
previous  valuations  were  based  on  1995  sales. 
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Corn  Beef  &  Cabbage 

OR 
Spaghetti  &  Meatballs 

(ALL  YOU  CAN  EAT!!) 

$4.95 
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Monday  -  Friday 


Bacon  &  Eggs  1  99 

Homemade  Cheese  Roll  &  Coffee  1 .99 

Mushroom  Swiss  Burger  &  Fries  2.95 

Lasagna  &  Garlic  Bread  4.50 


TAKE  OUT 
758  -  3600 
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OPEN 

Monday-Wednesday  5:30  am-2:00  pm 

Thursday  5:30  am-8:00  pm 

Friday  5:30  am-9:00  pm 

Saturday  &  Sunday  6:00  am-2:00  pm 


81  Fairhaven  Road 

MATTAPOISETT,  MA  02739 
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Mattapoisett 
New  to  Market!  Lovely  village  home  one  block  from 
harbor.  Herringbone  patterned  wood  floors,  large  eat- 
in  kitchen,  2  porches,  and  one  car  garage  on  large  lot. 
Call  for  your  private  viewing  today!  $279,900. 


Mattapoisett 
A  village  classic.  A  mixture  of  elegance  and  quality  in 
this  lovely  4  bedroom,  3  bath  home.  Family  room, 
first  floor  laundry,  gorgeous  formal  living  room,  and 
formal  dining  room.  Set  on  a  lovely  landscaped  lot 
with  2  car  garage.  $450,000. 


Mattapoisett 
Painstakingly  disassembled  and  rebuilt  on  this  lovely 
16  acre  lot  in  Hollywoods.  1730  Antique  colonial  with 
later  ells,  seven  fireplaces,  carriage  shed  and  barn. 
State  of  the  art  amenities.  Deeded  Beach  Rights. 
$839,000. 


..Jack 

Conway 

V  FAMILY  GROUP 


758-4944 

6  County  Road 
Mattapoisett,  MA 


1  he  Assessors'  Office  will  be  open  Monday 
through  Friday,  8:00  am  to  4:00  pm,  at  which  time  the 
public  may  review  the  proposed  valuations.  If  there  are  any 
questions,  please  contact  the  Assessors'  Office  during  the 
hours  listed  above.  The  valuations  will  also  be  available  at 
the  Mattapoisett  Library.  The  Library  hours  are  as  follows: 
Tuesday,  12:00  to  6:00;  Wednesday,  12:00  to  8:00;  Thursday, 
12:00  to  6:00;  Friday,  10:00  to  5:00;  and  Saturday,  10:00  to 
3:00. 

The  Assessors  hope  to  have  the  tax  bills  issued  in 
early  November,  at  which  time  taxpayers  will  have  thirty 
days  from  the  date  of  issue  to  file  an  abatement  and  make 
payment. 

Taize  Prayer  in  Marion 

St.  Gabriel's  Episcopal  Church  in  Marion,  which 
brought  the  meditative  worship  of  France's  Taize 
monastic  community  to  the  SouthCoast  last  year,  has 
announced  a  new  series  of  Taize  Prayer  events  for  the 
1999-2000  season.  The  half-hour  services  will  be  offered 
on  the  third  Monday  of  each  month  at  5:30  pm. 

Borrowing  from  a  modern  spiritual  community  in 
France,  Taize  worship  incorporates  chant,  silence,  and 
beauty.  It  provides  a  refuge  for  those  seeking  faith,  those 
wanting  a  grounding  to  see  them  through  the  stresses  of 
life,  and  those  who  find  themselves  unmoved  by  formal 
religiosity.  There  are  no  sermons,  announcements,  or 
discussions  —  simply  an  environment  inviting  you  to 
encounter  God  and  yourself. 

Taize  is  a  community  of  Christians  from  all 
denominations  who  seek  global  reconciliation.  Formed  in 
1940  by  a  Protestant  pastor  named  Brother  Roger,  the  tiny 
French  village  of  Taize  has  evolved  into  a  major 
pilgrimage  site  for  young  people  and  produced 
meditative  music  which  is  used  the  world  over.  Taize 
worship  is  now  offered  monthly  at  Grace  Church  in  New 
Bedford. 

After  the  services  at  St.  Gabriel's,  participants  will 
also  have  the  opportunity  to  walk  the  Labyrinth,  another 
form  of  meditative  prayer.  The  Labyrinth,  a  winding  path 
copied  from  a  medieval  pattern  found  the  floor  of  Charles 
Cathedral,  is  open  Monday  evenings  through  Tuesday 
mornings  in  the  St.  Gabriel's  Parish  Hall.  Persons  of  all 
faiths  or  none  find  taking  this  ancient  symbolic  journey  to 
the  center  a  unique  way  to  meditate  with  their  bodies. 

Held  in  the  chapel  at  the  intersection  of  South  and 
Front  Streets  in  Marion,  the  Taize  Prayer  events  will  run 
through  May. 

Hospice  Spaghetti  Supper 

Hospice  of  Community  Nurse  Association  of 
Fairhaven,  Inc.  will  be  hosting  its  third  annual  Spaghetti 
Supper  on  Saturday,  November  6  to  raise  funds  to  help 
provide  services  for  hospice  patients  who  cannot  afford 
the  cost  of  hospice  nursing  care. 

This  event  will  take  place  at  the  Trinity  Lutheran 
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Church  in  Fairhaven  from  5:00  to  8:00  pm.  Tickets  are  $7 
for  adults  and  $3  for  children  under  the  age  of  12.  Tickets 
may  be  purchased  at  the  Hospice  Office  located  in  the 
Fairhaven  Town  Hall  or  at  the  door.  Come  enjoy  a 
delicious  homemade  spaghetti  dinner  and  register  for  the 
fabulous  door  prizes.  For  more  information,  please  call 
the  Hospice  Office  at  999-3400. 

Sippican  Seniors 

The  Executive  Board  of  the  Sippican  Seniors  will 
meet  at  9:30  am  on  Monday  November  8  at  the  Drop-In 
Center  in  Marion. 

The  next  regular  meeting  of  the  Sippican  Seniors 
will  be  held  on  Friday  November  12  at  1:30  pm  at  the 
VFW  Pavilion  on  Route  6  in  Marion.  Frank  McNamee  will 
appraise  some  antiques  (only  two  items  per  person).  Only 
small  items  are  to  be  brought  for  appraisal. 

If  you  have  any  favorite  recipes,  please  bring 
them  with  you.  The  Executive  Board  thought  a  cookbook 
would  be  a  good  idea  to  put  on  sale  for  Sippican  Seniors. 
Refreshments  will  be  served. 

Septic  Loan  Program 

The  Mattapoisett  Board  of  Health  would  like  to 
inform  residents  of  the  Homeowner  Septic  Loan  Program 
which  is  designed  to  assist  homeowners  and 
condominium  associations,  repair  or  replace  septic 


systems  which  fail  to  meet  the  Commonwealth's  Title  V 
requirements.  The  program  can  also  be  used  to  hook  up  to 
public  sewer  when  existing  septic  systems  do  not  meet 
Title  V  requirements.  This  program  is  a  combined  effort  of 
the  Department  of  Environmental  Protection,  the 
Massachusetts  Department  of  Revenue,  Massachusetts 
Housing  Finance  Agency  (MHFA),  and  the  Mattapoisett 
Board  of  Health. 

These  loans  are  available  to  homeowners  at 
interest  rates  of  0  percent,  3  percent,  and  5  percent, 
depending  on  income,  for  loans  ranging  in  size  from  a 
minimum  of  $1,000  to  a  maximum  of  $25,000.  Qualified 
homeowners  across  the  Commonwealth  can  access  this 
low-interest  rate  loan  program.  Homeowners  can  stop  by 
the  Board  of  Health  office  to  pick  up  the  information,  or  it 
can  be  mailed  to  them  by  calling  758-4112.  Please  ask  for 
Millie  Mello  or  Dale  Barrows. 

Mattapoisett  Council  on  Aging 

55  Alive 

The  Mattapoisett  Council  on  Aging  would  like  to 
offer  the  "55  Alive"  course  again.  It  is  a  two-day  course 
and  the  cost  is  $8.  Please  call  the  COA  (758-4110)  for  more 
information. 
Line  Dancing 

Line  Dancing  is  held  every  Monday  at  the 
Knights  of  Columbus  Hall  from  1:00  to  3:00  pm. 


Andrew 's  Restaurant  &  Catering 

(Formerly  Harriets) 


OFF  PREMISES  CATERING 
BANQUET  FACILITY  for  up  to  150  available  -  Specializing  in  Wedding  Receptions 


Fine  Regional 

and 

Mediterranean  Cuisine 


Full  Bar 

Extensive  Wine  List 

Children's  Menu 


New  England  Seafood 
Sizzling  Steaks 
Poultry  •  Pasta 


Enticing  Weekly  Specials  •  Theme  Dinners 


Now  booking 
holiday  functions. 
Dates  still  avail- 
able for  up  to  150 
guests. 


We  would  like  to  thank  our 

customers  for  a  very  successful 

summer  season.  We  will  continue 

to  be  open,  year  around. 

Thanks  again. 


OPEN  YEAR 

AROUND 

LUNCH  & 

DINNER 

Take-out 

Available  . 


7  Cottage  Street,  Marion  -  Across  from  Marion  Harbor 

(1.5  Miles  from  Exit  20  on  Rt.  195, 1  /4  mile  south  of  Tabor  Academy) 
748-9956    •    Fax  748-3795   www.andrews.nv.switchboard.com 
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Fright  Club 

by  Rob  GJ-onsajlwtes 

local@wanderer.com 


■  House  on  Haunted  Hilt.  Starring 
Geoffrey  Rush,  Famke  Janssen,  and 
Taye  Diggs.  Directed  by  William  Malone. 
Running  time:  90  minutes.  MPAA rating: 
R.  At  Cinema  140  in  New  Bedford. 

One  of  the  many  sins  of  last  summer's 
oafish  remake  The  Haunting  —  still  my 
candidate  for  the  year's  worst  movie  —  is 
that  the  memory  of  its  awfulness  may  keep 
people  away  from  this  year's  other  remake 
of  an  old  haunted -house  film,  House  on 
Haunted  Hill  which  is  actually  pretty 
entertaining.  This  update  of  the  1958  camp- 
horror  chestnut  by  William  Castle  jacks  up 
the  booty  (the  reward  for  surviving  the  night 
in  the  godforsaken  house  is  now  $  1 .000,000, 
two  zeroes  more  than  in  the  original)  and 
the  shock  effects.  It's  an  unpretentious  and 
cheerfully  trashy  night  at  the  movies;  horror 
fans  could  do  worse,  and  lately  they've  had 
to. 

Amusement-park  entrepreneur  Steven 
H.  Price  (Geoffrey  Rush,  whose  character  is 
named  in  honor  of  Vincent  Price,  who  filled 
this  role  in  the  original)  is  planning  a 
birthday  party  for  his  beautiful  and  hateful 
wife  Evelyn  (Famke  Janssen),  who  wants  to 
throw  the  bash  inside  a  run-down  house 
that  used  to'be  a  mental  institution.  This 
hospital  has  an  ornate  backstory:  It  used  to 
be  run  by  the  mad  Dr.  Vannacutt  (Jeffrey 
Combs  in  a  performance  without  dialogue, 
unfortunately  for  fans  of  Re- Animator),  who 
was  fond  of  performing  cruel  surgical 
experiments  on  the  inmates  until  they  rioted 
in  1931.  A  fire  was  set,  the  hospital's 
"lockdown"  mechanism  was  triggered  to 
keep  anyone  from  escaping,  and  everyone 
burned  to  death  inside.  Great  place  to 
throw  a  birthday  party  68  years  later. 

The  people  on  Price's  guest  list  are 
deleted  and  replaced  mysteriously  by 
seemingly  random  outsiders:  former 
baseball  player  Eddie  (Taye  Diggs), 
production  assistant  Sara  (All  Larter),  TV 
personality  Melissa  Marr  (Bridgette  Wilson), 
and  stoic  Dr.  Blackburn  (Peter  Gallagher). 
Also  along  for  the  ride:  the  fearful  Pritchett 
(Chris  Kattan,  doing  a  Jeff  Goldblum 
imitation),  who  owns  the  house  and  is 
renting  it  to  Price,  and  Price's  assistant 


Schechter  (Max  Perlich,  cashing  an  easy 
check —all  he  does  is  push  buttons  and  eat 
sandwiches).  They,  along  with  Price  and 
Evelyn,  are  soon  "locked  down"  in  the  house, 
which  seems  to  turn  on  them  with  the 
vengefulness  of  the  insane  —  or  the  dead. 

This  House  on  Haunted  Hill  feels  a  lot 
like  a  90-minute  episode  of  HBO's  Tales 
from  the  Crypt  as  well  it  should :  The  director, 
William  Malone,  helmed  several  episodes  of 
the  series,  and  the  movie  is  the  first 
production  of  Dark  Castle,  the  new  company 
formed  by  Cryptproducers  RobertZemeckis 
and  Joel  Silver  to  put  out  medium-budget 
horror  films.  The  movie  doesn't  skimp  on 
the  gore  —  at  least  two  people  are  relieved 
of  their  heads  —  and  there  are  some 
genuinely  creepy  bits,  such  as  the  opening 
inmate  riot  and  the  sequence  when  Price  is 
locked  into  a  sort  of  sensory-overload 
chamber  that  drives  him  temporarily  mad. 

True,  the  movie  could  have  been 
fresher.  About  five  scenes  too  many  depend 
on  characters  wandering  around  in  dark 
cobwebby  places;  I'm  all  for  that,  as  long  as 
it's  not  run  into  the  ground.  I  expected  a 
juicier  performance  from  Geoffrey  Rush, 
who  doesn't  camp  it  up  as  much  as  you'd 
think  he'd  want  to  (he  was  more  fun  in 
Mystery  Men).  And  it's  hard  to  defend  a  film 
that  wastes  oddball  talents  like  Combs, 
Perlich,  singer  Lisa  Loeb  and  BuJJy  vampire 
James  Marsters  (Spike)  in  eyeblink  roles. 
Overall,  though,  House  on  Haunted  Hill 
keeps  the  scares  and  laughs  coming  (Chris 
Kattan  provides  most  of  the  laughs).  It's  a 
cheesy  throwaway  horror  flick,  but  it's  a 
tight  cheesy  throwaway  horror  flick.  You 
won't  be  soi  ry  you  saw  it— even  if,  two  days 
later,  you  also  won't  remember  you  saw  it. 


■  CINEMA  140 

376  Hathaway  Road,  New  Bedford,  MA. 
Movie  Lines:  999-6577, 999-4233 

Friday  (Nov.  S)  through  Wednesday  (Nov.  10) 
Bringing  Out  the  Dead  (R)  -  Fri:  2:15, 4:45, 7:15, 
9:45;  Sat/Sun:  11:45, 2:15, 4:45, 7:15, 9:45;  Mon- 
Thu:  6:45, 9:15 

American  Beauty  (R)  -  Fri:  2:30, 5:00, 7:30, 8:30, 
10:00;  Sat/Sun:  12:00, 2:30, 5:00, 7:30, 8:30, 10:00; 
Mon-Thu:  6:30, 8:30, 9:00 
My  Life  So  Far  (PG-13)  -  Fri:  4:30, 9:00;  Sat/Sun: 
12:15,  4:30, 9:00;  Mon-Thu:  9:00 
Buena  Vista  Social  Club  (G)  -  Fri-Sun:  2:20, 7:00; 
Mon-Thu:  7:00 

The  Best  Man  (R)  -  Fri:  2:30, 5:00, 7:30, 10:00; 
Sat/Sun:  12:00, 2:30, 5:00, 7:30, 10:00;  Mon-Thu: 
6:30, 9:00 

House  on  Haunted  Hill  (R)  -  Fri:  2:40, 4:40, 7:00, 
9:15;  Sat/Sun:  12:30,  2:40, 4:40, 7:00, 9:15;  Mon- 
Thu:  7:00, 9:15 

Three  to  Tango  (PG-13)  -  Fri:  2:15, 4:15, 6:30;  Sat/ 
Sun:  12:15, 2:15, 4:15, 6:30;  Mon-Thu:  6:30 
'No  discount  coupons  accepted  tor  these  shows. 


■  FLAGSHIP  CINEMA  12 

500  Kings  Highway,  New  Bedford,  MA. 
Movie  Hotline:  985-3000 

Friday  (Nov.  S)  through  Thursday  (Nov.  11) 

The  Insider  (R)  - 12:30, 1:00, 3:35, 4:15, 6:40, 7:45, 

9:45 

The  Bone  Collector  (R)  - 12:45, 3:30, 7:00, 9:35 

The  Bachelor  (PG-13)  - 12:50, 3:20, 7:15, 9:20 

The  Story  of  Us  (R)  - 1 2:30, 2:50, 5:05, 7:30, 9:45 

Music  of  the  Heart  (PG)  - 12:35, 3:50, 7:10, 9:50 

The  Adventures  of  Elmo  in  Grouchland  (G)  - 12:35, 

2:25, 4:05 

Three  Kings  (R)  - 1:05, 4:00, 7:40, 10:00 

The  Sixth  Sense  (PG-1 3)  - 1 :20, 4:10, 6:55, 9:15 

Bats  (PG-13) -5:40,  7:35, 10:00 

Superstar  (PG-1 3) -1:00, 3:10, 5:00, 7:25, 9:30 

Fight  Club  (R)- 1:10, 3:55, 7:05, 9:50 

Double  Jeopardy  (R)  - 12:40, 3:45, 7:20, 9:55 


■  GENERAL  CINEMA  12 

Faunce  Corner  Road,  North  Dartmouth,  MA. 
Movie  Line:  999-3141 

Friday  (Nov.  5)  through  Tuesday  (Nov.  9) 
Fight  Club  (R)- 1:40,  4:50, 8:00 
The  Bone  Collector  (R)  - 1:00, 4:00, 6:50, 9:20 
The  Sixth  Sense  (PG-1 3)  - 1 :40, 4:10, 6:30, 8:50 
The  Story  of  Us  (R)  - 1 :50, 4:20, 6:40, 8:50 
Superstar  (PG-13)  -1:10, 3:00, 4:50, 7:10, 9:20 
Three  Kings  (R)  - 1:20, 4:30, 6:50, 9:10 
Bats  (PG-13)  - 1:50, 4:30, 7:00, 9:00 
Double  Jeopardy  (R)  - 1:30, 4:40, 7:10, 9:30 
The  Bachelor  (PG-1 3)- 1:10, 4:10, 7:00, 9:30 
Music  of  the  Heart  (PG)  - 1 :20, 4:00, 6:40, 9:15 
The  Insider  (R)  -  Fri-Sun :  1:00,1:30, 4:20, 5 :20, 
7:30,  8:30;  MonVTue:  1 :00, 3:30, 5:00, 7:00, 8:30 
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UPCELLAR 

&  Aunt  Sherry's 
Antiques  and  Collectibles 


Corner  of  Route  6  &  Main  St. 
Mattapoisett  758-6978 

Wed.-Sat.  10-4,  Sun.  1-4 
Other  days  by  chance  or  appointment 


0 


Marion  Natural  History  Museum 

Following  is  a  schedule  of  upcoming  fall  after- 
school  programs  sponsored  by  the  Marion  Natural 
History  Museum.  All  programs  are  slated  to  run  from  3:30 
to  4:30  pm: 

•  Tuesday  November  16  -  "Pilgrims  Beyond  Plimoth 
Plantation,"  given  by  a  costumed  speaker  from  the 
Plimoth  Plantation  staff.  Ever  wonder  what  life  was  like 
for  pilgrims?  Come  find  out  during  this  entertaining 
program.  Cost  is  $4  for  members,  $5  for  non-members. 

•  Coming  in  December  -  Annual  Holiday  Celebration 
featuring  storytelling,  crafts  and  refreshments.  Date  to  be 
announced. 

The  Marion  Natural  History  Museum  has  been 
offering  after-school  programs  for  several  years.  They've 
offered  children's  programs  on  topics  such  as  birding, 
bugs,  fishing,  trees,  astronomy,  snakes  and  reptiles, 
beekeeping,  amateur  archaeology,  and  many  others.  The 
museum  believes  that  this  is  an  important  resource  to  the 
community  and  its  children. 

Would  you  like  to  become  involved?  Are  you 
retired?  At  home  with  children?  They  are  looking  for 
people  who  can  spare  one  hour  (3:30  to  4:30  pm)  on  a 
school  day  to  share  their  talent.  A  small  stipend  is 
available  upon  request.  Please  call  Elizabeth  at  748-2098 
or  758-9089  for  further  information. 


(fatflichekCc*. 


Decorating  Center 
Paint  &  Wallpaper 
Window  Coverings 


834  Ashley  Blvd.,  New  Bedford 

(Near  Tarkiln  Hill  Rd.)  Exit  4  off  Rt.  140 

to  Ashley  Blvd.  (Rt.  18)  1  mile  South  of  N.B.  Voke 


995-1320 


VISA. 
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New  England  FenceWrights 


167  Huttleston  Avenue  -  Rte  6  -  Fairhaven 

CLASSIC  QUALITY  FENCES 

AND  MORE 


FALL 
CLEARANCE ! 

Friday,  Nov.  5™  „   Saturday,  Nov.  6m 

OL  Q0O 


830  AM  -5pm 


900  am -2pm 


MtattR 


QUALITY  #1  CEDAR  PRODUCTS 

Assorted  Styles  &  Limited  Quantities. 
Come  EARLY  for  Best  Selection!!! 


Pickets  and  Boards. 
Posts-  Round  & 
Square,  Cedar  or 
Pressure-Treated. 
Round  Rails- 8' &  10' 
Locust  (Split)  Rails 
and  Posts. 


.  Corner  Accent  Kits. 

.  #1  Cedar  Panels. 

.  Swing  'n  Slide  Display 

Play  Set  (One  Only) 
.  Chain  Link  Fabric, 

Vinyl-Coated,  asst 
.  Free  Firewood,  Etc.! 


$100.00  OFF 


I     ANY  FENCE  OR  SHED  ORDER  OVER  $2500""    , 

•  OR 

I  $50.00  OFF 

•  ordf.rsovf.rSIOOO00 
Must  bk  prlskn  n;n  \r  time  of  pi~roiasi 


•  Valid  tiiri;  12/15/99  wmi  Installation  by  3/1/00* 


508.991 .8500 

Showroom  Hours:   Mon.-Fn  8:30-5pm 
Saturday  Dam- 1  pm 

Free  In-Home  Consultation  &  Estimates. 


■  1 3  J 


VISA 


AMEX 
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Regional  Lunch  Menus 


■  ACUSHNET  ELEMENTARY 
and  FORD  MIDDLE  SCHOOL 

Monday,  November  8  —  Baked 

chicken,  ham  sandwich,  rice,  com, 

fresh  fruit,  milk. 

Tuesday,    November    9   — 

Hamburger  on  a  bun,  bologna 

sandwich,  potato  puffs,  peas,  fresh 

fruit,  milk. 

Wednesday,  November  10  — 

Pizza  bagel,  turkey  sandwich, 

tossed  salad,  salad  dressing,  fresh 

fruit,  milk. 

Thursday,  November  11  — 

VETERANS  DAY  (no  school). 

Friday,  November  12  —  NO 

SCHOOL. 

■  COASTLINE 

ELDERLY  NUTRITION 

Monday,  November  8— Chicken 

breast  I'orange,  Lyonnaise  potato, 

chopped  broccoli,  oatmeal  roll, 

chocolate  pudding. 

Tuesday,  November  9  —  Pork 

patty  with  gravy,  rice  pilaf,  waxed 

beans,  whole  wheat  bread,  fruit  in 

Ikjhf  syrup. 

Wednesday,  November  10  — 

Meat  loaf  with  gravy,  whipped 

potatoes,  peas,  snowflake  roll, 

cookies. 

Thursday,  November  11  — 

VETERANS  DAY  (no  meals 

served). 

Friday,  November  12— Macaroni 

and  cheese,  escalloped  tomatoes, 

light  rye,  fruited  gelatin. 

■  CENTER  SCHOOL 

MATTAPOISETT 

Monday,  November  8—  Hot  dog 

or  toasted  cheese,  baked  beans, 

potato  perils,  soup,  fruit,  dessert, 

milk. 

Tuesday,  November  9— Chicken 

fajitas,  soft  taco,  rib-a-que,  nachos, 

lettuce,  tomato,  veggie  sticks,  fruit, 

dessert,  milk. 

Wednesday,  November  10  — 

Beef  ravioli,  garlic  bread,  tuna 

pocket,  soup,  salad,  fruit,  dessert, 


milk. 

Thursday,  November  11  — 
VETERANS  DAY  (no  school). 
Friday,  November  12  —  Cheese  or 
pepperoni  pizza,  ham  and  cheese 
pocket,  soup,  salad,  fruit,  assorted 
dessert,  milk. 

■  FAIRHAVEN 
ELEMENTARY  SCHOOLS 
and  ST.  JOSEPH'S  SCHOOL 

Monday,  November  8  —  Cheese 
pizza ,  pepperoni  pizza,  Sloppy  Joe  on 
a  bun,  mac  rib  sub,  potato  puffs,  peas, 
chilled  pineapple,  cherry  jello  with 
topping. 

Tuesday,  November  9  —  Taco  boat 
with  all  the  fixings,  "hero"  sub,  grilled 
cheese  sandwich,  Spanish  rice,  corn, 
chilled  pears,  oatmeal  walnut  cookie. 
Wednesday,  November  10  — 
Kentucky  style  chicken,  hamburger/ 
cheeseburger,  hot  dog  on  a  roll,  potato 
wedges,  baked  beans,  chilled 
apricots,  frosted  cake. 
Thursday,  November  11  — 
VETERANS  DAY  (no  school). 
Friday,  November  12  —  Cheesy 
macaroni  twists,  mac  rib  sub,  potato 
crunch  fish  nuggets,  Steak'Um  and 
cheese  sub,  oven  fries,  carrots,  chilled 
pears,  chocolate  pudding  with 
topping. 

■  FAIRHAVEN 

HIGH  SCHOOL 

Monday,  November  8  —  Chicken 
nuggets  with  sauces,  hamburger/ 
cheeseburger,  baked  pork  chop  with 
gravy,  rice  pilaf,  green  beans,  chilled 
pineapple,  strawberry  jello  with 
topping. 

Tuesday,  November  9—  Spaghetti 
with  meat  sauce,  grated  mozzarella 
with  garlic  bread,  grilled  ham  and 
cheese,  shaved  turkey  club,  tossed 
salad,  carrots,  chilled  peaches, 
oatmeal  walnut  cookie. 
Wednesday,  November  10—  Italian 
sausage  grinder  with  sauce  and 
grated  mozzarella,  meatball  grinder, 
grilled  chicken  club,  oven  fries,  baked 
beans,  chilled  pears,  frosted  cake. 
Thursday,  November  11  — 
VETERANS  DAY  (no  school). 
Friday,  November  12  —  Taco  boat 
with  all  the  fixings,  Italian  grinder, 
shaved  turkey  club,  Spanish  rice, 
com,  chilled  pineapple,  baked  custard 
with  topping. 


■  HASTINGS  MIDDLE  SCHOOL 

FAIRHAVEN 

Monday,  November  8  —  Cheese 
pizza,  pepperoni  pizza,  Sloppy  Joe  on 
a  bun,  mac  rib  sub,  potato  puffs,  peas, 
chilled  pineapple,  cherry  jello  with 
topping. 

Tuesday,  November  9  —  Taco  boat 
with  all  the  fixings,  "hero"  sub,  grilled 
cheese  sandwich,  Spanish  rice,  com, 
chilled  pears,  oatmeal  walnut  cookie. 
Wednesday,  November  10  — 
Kentucky  style  chicken,  hamburger/ 
cheeseburger,  hot  dog  on  a  roll,  potato 
wedges,  baked  beans,  chilled 
apricots,  frosted  cake. 
Thursday,  November  11  — 
VETERANS  DAY  (no  school). 
Friday,  November  12  —  Cheesy 
macaroni  twists,  mac  rib  sub,  potato 
crunch  fish  nuggets,  Steak'Um  and 
cheese  sub,  oven  fries,  carrots,  chilled 
pears,  chocolate  pudding  with 
topping. 

■  MEMORIAL  SCHOOL 

ROCHESTER 

Monday,  November  8—  Hot  dog  or 
toasted  cheese,  baked  beans,  potato 
puffs,  soup,  fruit,  dessert,  milk. 
Tuesday,  November  9  —  Chicken 
fajitas,  soft  taco,  rib-a-que,  nachos, 
lettuce,  tomato,  veggie  sticks,  fruit, 
dessert,  milk. 

Wednesday,  November  10—  Beef 
ravioli,  garlic  bread,  tuna  pocket,  soup, 
salad,  fruit,  dessert,  milk. 
Thursday,  November  11  — 
VETERANS  DAY  (no  school). 
Friday,  November  12  —  Cheese  or 
pepperoni  pizza,  ham  and  cheese 
pocket,  soup,  salad,  fruit,  assorted 
dessert,  milk. 

■  OLD  COLONY  REGIONAL 

VOKE  HIGH  SCHOOL 

Monday,      November     8     — 

Cheeseburger,  chips,  peas,  fruit, 

pudding. 

Tuesday,  November  9—  Fruit  juice, 

American  chop  suey,  salad,  roll, 

chocolate  cake. 

Wednesday,  November  10  — 

Chicken  nuggets,  potato  puffs,  BBQ 

sauce,  carrots,  dessert. 

Thursday,    November    11    — 

VETERANS  DAY  (no  school). 

Friday,   November   12  —   NO 

SCHOOL. 


■  OLD  HAMMONDTOWN 
SCHOOL  -MATTAPOISETT 

Monday,  Novembers—  Hot  dog 

or  toasted  cheese,  baked  beans, 

potato  puffs,  soup,  fruit,  dessert, 

milk. 

Tuesday,  November  9— Chicken 

fajitas,  soft  taco,  rib-a-que,  nachos, 

lettuce,  tomato,  veggie  sticks,  fruit, 

dessert,  milk. 

Wednesday,  November  10  — 

Beef  ravioli,  garlic  bread,  tuna 

pocket,  soup,  salad,  fruit,  dessert, 

milk. 

Thursday,  November  11  — 

VETERANS  DAY  (no  school). 

Friday,  November  12  —  Cheese 

or  pepperoni  pizza,  ham  and 

cheese  pocket,  soup,  salad,  fruit, 

assorted  dessert,  milk. 

■  ORR  JUNIOR  AND 

SENIOR  HIGH  SCHOOLS 

Monday,  November  8  —  Soup, 
chicken  parmesan,  chicken  fritters, 
fries,  pickle,  fruit,  juice  or  milk. 
Tuesday,  November  9— Teriyaki 
fajita  roll-up,  bacon  cheeseburger, 
Steak'Um  and  cheese  sub,  lettuce, 
tomato,  nachos,  cheese  sauce, 
dessert,  juice  or  milk. 
Wednesday,  November  10  — 
Soup,  lasagna,  grilled  cheese  with 
bacon,  hot  dog,  tossed  salad,  garlic 
bread,  dessert,  juice  or  milk. 
Thursday,  November  11  — 
VETERANS  DAY  (no  school). 
Friday,  November  12— Meatball 
sub,  chicken  burger,  taco  chalupa, 
fries,  pickle,  dessert,  juice  or  milk. 

■  SIPPICAN  SCHOOL 

MARION 

Monday,  November  8—  Hot  dog 

or  toasted  cheese,  baked  beans, 

potato  puffs,  soup,  fruit,  dessert, 

milk. 

Tuesday,  November  9— Chicken 

fajitas,  soft  taco,  rib-a-que,  nachos, 

lettuce,  tomato,  veggie  sticks,  fruit, 

dessert,  milk. 

Wednesday,  November  10  — 

Beef  ravioli,  garlic  bread,  tuna 

pocket,  soup,  salad,  fruit,  dessert, 

milk. 

Thursday,  November  11  — 

VETERANS  DAY  (no  school). 

Friday,  November  12  —  Cheese 

or  pepperoni  pizza,  ham  and 

cheese  pocket,  soup,  salad,  fruit, 

assorted  dessert,  milk. 
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Steve's  Collision 
&  Paint  Center,  Inc. 

•Complete  Paint  Work 

•Collision  Losses 

•Award  Winning  Restorations 

We  negotiate  repairs  with 

ALL  insurance  companies. 

92  Pine  Street  763-3306 

Rochester,  MA  02770    State  License  -  RS  #964 


Bazaar  and  Craft  Show  in  Fairhaven 

Saint  Joseph  School  in  Fairhaven  will  be  holding 
its  Fifth  Annual  Bazaar  and  Craft  Show  on  Saturday, 
November  13  from  10:00  am  to  4:00  pm.  Spaces  available 
are  8'  x  6'  for  a  small  donation  of  $35  plus  one  craft  item 
donation  for  the  Chinese  Auction.  This  event  includes 
homemade  crafts,  Chinese  Auction,  raffles,  children's 
games,  household  auction  (a  winner  every  time  you  play), 
food  court,  white  elephant,  baked  goods,  and  much  more. 
This  has  always  been  a  successful  event  and  each  year  it 
seems  to  get  better.  Applications  are  available  at  Saint 
Joseph  School,  100  Spring  Street,  Fairhaven,  MA  02719, 
telephone  996-1983.  Please  call,  write,  or  stop  by  for  an 
application. 


HAVE  YOU  BEEN  TO 


□ 


SIMPLY  PERFECT^, 


Lately?  He  have... 
FOOTWEAR  FOR  WOMEN: 


•Naot 

•Born 

•Saga 

•Stegmann 

•Ninewest 

•Bandolino 

•Acorn  Slippers 


Plus:  Contemporary  Clothing  &  Jewelry 

69-71  Alden  Road  •  Fairhaven,  MA  02719 
(508)  991-3440        Mon.-Fri.  9:30-7,  Sat.  9:30-5,  Sun  12-5 


techline  design  home 


INSPIRE 


CANDLE  TINS 
...individual  or  boxed  in  sets.  Scents  for  every  mood. 


Iclassic  contemporary  furnishings  •  accessories  with  style  and  purpose 

route  6  in  mattapoisett  at  the  the  river  shops 

758-6755  •  open:  mon.-sat.  9:30-5:00 
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■   MARION 

The  following  log  excerpts  are  for  the 
week  of  October  24  through  October 
30,  1999: 

•  Route  1 95  East  -  motor  vehicle 
complaint 
Wareham  Road  -  larceny/past 
Point  Road  -  animal  complaint 
Mill  Street  -  assault  and  battery/past 
West  Avenue  -  animal  complaint 
Harnum  Way  -  animal  complaint 
Front  Street  -  motor  vehicle  com- 
plaint/adult arrest  (protective  custody) 

Wareham  Road  -  breaking  and 
entering/past 
Lewis  Street  -  found  property 
Holly  Lane  -  animal  complaint 
Front  Street  -  motor  vehicle  com- 
plaint 
Pinewood  Drive  -  officer  wanted 
Spring  Street  -  mental  assist 
Front  Street  -  motor  vehicle  acci- 
dent/property damage 
Front  Street  -  forgery 
Front  Street  -  officer  wanted 
Rezendes  Terrace  -  missing  person 
Point  Road  -  attempted  breaking 
and  entering 

Front  Street  -  suspicious  motor 
vehicle 
Mill  Street  -  suspicious  person 
Spring  Street  -found  property 
Wareham  Road  -  motor  vehicle 
accident/injury 

ill  Street  -  adult  arrest  (default 
warrant,  assault  and  battery) 
Benson  Brook  Road  -  found 
property 


•  Delano  Road  -  annoying  phone  calls 

•  Spring  Street  -  vandalism/past 

•  Spinnaker  Lane  -family  disturbance 

•  Spring  Street  -  breaking  and  entering/ 
past 

•  Mill  Street  -  general  disturbance/  . 
gathering. 

■   MATTAPOISETT 

The  following  log  excerpts  are  for  the 
week  of  October  24  through  October 
30,  1999: 

•  Oak  Road  -  suspicious  activity/motor 
vehicle 

•  North  Street  -  larceny/theft  from 
building 

•  Grand  View  Avenue  -  larceny/theft 
from  building 

•  Reservation  Road  -  lost  dog  reported 

•  Fairhaven  Road  -  disturbance/noise 
complaint/loud  music 

•  Acushnet  Road  -  motor  vehicle 
complaint 

•  County  Road  -  returned  property 

•  North  Street  -  illegal  trash  dumping 

•  Marion  Road  -  motor  vehicle  accident/ 
hit  and  run 

•Acushnet  Road  -  suspicious  activity 

•  North  Street  -  larceny  of  lumber 

•  Main  Street  -  motor  vehicle  accident/ 
hit  and  run/property  damage 

•  Wolf  Island  Road  -  suspicious  motor 
vehicle 

•  Crooks  Way  -  found  license  plate 

•  Marion  Road  -  larceny  from  motor 
vehicle/past 

•  Hollywoods  Road  -  general  distur- 
bance/possible illegal  hunting 

•  North  Street  -  two  lost  dogs 

•  Marion  Road  -  larceny/theft  from 
building 

•  Pleasant  View  Avenue  -  harassing 
phone  calls 

•  Park  Street  -  suspicious  person  in 


vehicle 

•  Church  Street  -  harassing  phone 
calls 

•  Beacon  Street  -  vandalism/property 
damage 

•  Brandt  Beach  Avenue  -  motor 
vehicle  complaint 

•  Route  195  East  -  disturbance/fight. 

■   ROCHESTER 

The  following  log  excerpts  are  for  the 
week  of  October  27  through 
November  1,  1999: 

•  Mary's  Pond  Road  -  animal  control 
matter 

•  Fiberglass  Specialties  -  larceny 

•  Mary's  Pond  Road  -  officer  wanted 

•  New  Bedford  Road  -  civil  complaint 

•  Rounseville  Road  -  animal  com- 
plaint 

•  Lloyd's  Market  -  suspicious  person 

•  Route  105  -  animal  complaint 

•  North  Avenue  -  suspicious  motor 
vehicle 

•  Randall  Road  -  past  larceny 

•  Dexter's  Lane  -  suspicious  motor 
vehicle 

•  Walnut  Plain  Road  -  suspicious 
motor  vehicle 

•  Hartley  Road  -  civil  complaint 

•  Hartley  Road  -  adult  arrest 

•  Memorial  School  -  suspicious 
activity 

•  Vaughan  Hill  Road  -  adult  arrest 
(operating  with  revoked  license) 

•  Walnut  Plain  Road  -  noise  complaint 

•  New  Bedford  Road  -  adult  arrest 
(warrant) 

•  Steven's  Road  -  vandalism 

•  High  Street  -  larceny  from  motor 
vehicle 

•  Maxim  Road  -  past  breaking  and 
entering. 
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NOW  RENTING 

•Big  Daddy  w I  Adam  Sandler 

•Jack  Frost  w/ Michael  Keaton 

•Arlington  Road  w/Tim  Robbins  &  Jeff  Bridges 

•Muppets  from  Space 

•Blair  Witch  Project 

j^^ti  ITlOViGS    Plumb  Corner  Plaza 

J I       IF  D,H|AfA    565  Rounseville  Road 
a DOynWriC  Rochester 


TV  and  VCR  Repairs  Done  on  Premises  |  (508)  763-3910 


Sippican  Choral  Society 

The  Sippican  Choral  Society  is  now  holding 
regular  rehearsals  every  Monday  at  the  Congregational 
Church  Community  Center  in  Marion.  New  members  are 
welcome  to  join  the  chorus  simply  by  coming  to  the 
rehearsal. 

Rehearsals  begin  promptly  at  7:30  every  Monday 
evening,  but  singers  are  asked  to  arrive  by  7:15  pm  for  the 
first  rehearsal  in  order  to  register  and  receive  music. 
Parking  is  available  in  the  Marion  General  Store  Parking 
lot  on  Front  Street  in  the  village.  All  voices  are  welcome 
(soprano,  alto,  tenor,  and  bass),  and  tenors  are  especially 
encouraged  to  sing  with  the  chorus  this  year.  As  always, 


Mattapoisett  Housewrights 
Building  Co. 


FULL  SERVICE 
BUILDING  COMPANY: 

New  Homes 

Renovations 

Additions 

Kitchens  &  Baths 

Decks  &  Garages 

Custom  Design  Service 

Lic.#031265  HIC#1 12260 


2854  Cranberry  Highway,  Route  28,  Wareham 
1-800-649-1443  •  (508)  291-1444  •  758-9707  (eves.) 


DEBROSS  ^^ 
UATHAWAY 
II  A  JIARVEL 


M 


•  Heating  Oil  •  Diesel  Fuel  •Automatic  Deliveries 

•  Budget  Plans  •  Free  Estimates  •  Residential  &  Commercial 

•  Heating  •  Air  Conditioning 

•  24  Hour  Customer  Service  Lines 

999-1226  •993-1751 

■  C2) 


VISA 
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ACROSS 

1   Beds  for  babies 
6  Beast  of  bur- 
den 
9  Euripides  hero 

1 4  Sheets,  etc. 

15  Drunkard 

16  Kukla's  friend 

17  Keenly  percep- 
tive 

18  Furiousness 

1 9  Show  teeth 

20  Say  again 

22  Domesticated 

23  Blood  conduit 

24  Arnie  and 
Sandra  of  golf 

26  Morays 

29  Garden  veg- 
etable 

30  Bread  ingredi- 
ent 

34  Let  up 
36  Tangy 

40  Work  for 

41  Farm  towers 


42  Spirited  vigor 

43  Recolored  fab- 
ric 

44  Mr.  Ed's  dinner 

45  Write  letter  by 
-     letter 

46  Slip  up 

48  Take  to  the  sky 
50  Accumulates 
54  Shouldered 
firearms 

59  Castles' 
defenses 

60  Schedule  of 
costs 

63  Mass  of  metal 

64  Eliminate 

65  December  VIP 

66  Subdivision  of 
an  act 

67  Hole  in  one 

68  Ocean  motion 

69  Tear  into  strips 

70  Affirmative  vote 

71  Sword  stroke 

DOWN 


Santa  _ ,  CA 

Kitchen  gadget 

Eskimo 

Singer  Midler 

Lip-curler 

Largest 

Continent 

7  Classify 

8  Brew,  as  tea 

9  Push  and 
shove 

1 0  Old  school 

1 1  Slippery 
buildup 

12  Well  worker 

13  Requires 

21  Bread  choice 
25  Big  galoots 

27  "Star  Wars" 
princess 

28  Epsom  

30  Nourished 

31  Deposit 

32  Mineral  deposit 

33  Color  seen 
through  anoth- 
er color 


35  Nothing  to  write 
home  about 

37  Common 
Islamic  name 

38  Sought  office 

39  Explosive  let- 
ters 

41  Painful 

45  Catholic  clerics 

47  Oxidized 

49  Trajectory 

50  Out  of  proper 
order 

51  Seashell 

52  Basketball 
player 

53  Sprinkle 

55  Thrash 

56  Mrs.  Paul 
McCartney 

57  Colorado  park 

58  Secret  store 

61  Staple  of  the 
orient 

62  Notion 
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77zf?  Wanderer  is  available 
on  the  internet  at: 

http://www.wanderer.com 

Stop  by  and  check  it  out! 


This  Week's  Horoscope 

by  Linda  Black 

Aries  (March  21-April  19).  Count 
your  winnings  and  figure  out  which 
games  to  play  next.  Pack  a  lunch 
because  you  won't  have  time  to  go" 
out. 

Taurus  (April  20-May  20).  Settle 
into  a  good  partnership.  Talk  until  you 
agree  with  each  other.  Figure  out  how 
much  to  pay.  Get  most  of  your  letters 
out. 

Gemini  (May  21-June  21).  Take 
good  care  of  other  people,  and  they'll 
do  the  same  for  you.  Learn  as  fast  as 
possible.  Clean  house.  Schedule  your 
date  and  expect  complications  with 
travel  and  communications. 

Cancer  (June  22-Juiy  22).  You're 
in  a  fun  phase.  There's  not  enough 
money,  but  there's  plenty  of  love. 
Don't  worry.  You'll  think  of  a  soluuon 
to  your  dilemma  soon. 

Leo  (July  23-Aug.  22).  Home  and 
family  are  your  dominant  themes. 
Arguments  prevail,  however.  Get  it 
talked  out  so  you  can  focus  on  finan- 
cial issues. 

Virgo  (Aug.  23-Sept.  22).  Do  the 
tough  job  without  arguing.  Start  new 
projects,  such  as  developing  a  new 
friendship.  Ask  for  the  money. 

Libra  (Sept.  23-Oct.  23).  Learn 
how  to  wheel  and  deal  from  your 
friends.  Don't  do  exactly  what  they 
say;  use  your  own  judgment.  Get  the 
details  right. 

Scorpio  (OcL  24-Nov.  21).  You're 
in  charge.  Don't  let  a  bump  in  the  road 
slow  you  down.  Rely  on  your  friends. 
You're  pressured  to  perform,  so  why 
not? 

Sagittarius  (Nov.  22-Dec  21).  Your 
hopes,  dreams  and  fears  are  activated. 
Travel  may  have  to  be  postponed.  The 
check  may  get  lost  in  the  mail,  too. 
Get  your  details  right 

Capricorn  (Dec  22-Jan.  19).  Your 
friends  are  your  bane  and  your  bounty. 
Figure  out  where  you'll  get  the  money 
so  you  can  have  fun. 

Aquarius  (Jan.  20-Feb.  18).  This 
year  you  could  be  successful  if  you 
apply  yourself.  Practice.  You  may  find 
a  hidden  treasure.  It's  easier  for  you  to 
get  what  you  want  now. 

Pisces  (Feb.  19-March  20).  You'll 
learn  interesting  things.  There's  more 
to  be  done  than  possible.  A  partner 
helps  you  get  organized. 

If  You're  Having  a  Birthday  This 
Week:  You  may  want  to  resist  author- 
ity, but  you'd  be  smarter  to  learn 
from  it.  Let  your  friends  lead  the  way 
to  success  —  and  to  fun. 
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PERRY  FARM  PATCHWORKS 


You're  cordially  invited  to  our  Open  House 
Sat.  &  Sun  11/27-28, 12-5pm 

Store  Hours:  Tues.-Wed.  10-9,  Thurs.,  Fri.  &  Sat  10-5 

196  Perry  Hill  Road,  Acushnet  995-1555 


everyone  who  has  sung  with  the  chorus  in  past  years  will 
be  welcomed  back. 

Peter  West,  Director  of  the  chorus,  requests  that 
both  returning  members  and  new  members  who,  for  good 
reason,  cannot  make  the  first  rehearsal  call  him  (758-4553) 
or  Chorus  President, 

Anne  Harris  (748-1866),  to  let  them  know  they  intend  to 
sing  this  year. 

The  Choral  Society's  35th  annual  Christmas 
Concert  will  be  on  Sunday,  December  5,  and  will  feature 
as  its  main  selection  Mozart's  Coronation  Mass  (k.  317). 
Mozart  composed  this  magnificent  piece  of  music  220 
years  ago  this  year  in  1779  at  the  age  of  23.  The  chorus 
first  performed  the  mass  20  years  ago  at  Christmas  on  the 
200th  anniversary  of  its  composition. 

Special  Christmas  music  will  follow  an  orchestral 
interlude,  and  includes  "Glory  to  God"  and  "There  Were 
Shepards"  from  Handel's  The  Messiah,  "This  Little  Babe" 
by  Benjamin  Britten  from  his  Ceremony  of  Carols,  part  III  of 
Pinkham's  Christmas  Cantata,  and  conclude  with  "A 
Musicological  Journey  Through  the  Twelve  Days  of 


$1.00  OFF     $1.00  OFF    $1.00  OFF    $1.00  OFF 


VETERAN'S  DAY 

SKATE  I 


M %  '"* 


GAMES 


Skate  Rentals     M  60 
Inline  Rentals  -  53.00 


Thursday 
Nov.  11th 

1-3PMor  3-5  PM 
43.00  Adm 

1:00-5:00  PM 
»5.00  Adm. 


PIZZA  and  SODA 

with  every  $5.00  Admission 
PRIZES  ■  FUN  FOR  THE  WHOLE  FAMILY 
Call  Today  for  More  Information! 


V»*^ SKATING  CENTER    llSZTS???^. 


pnowN  BLVD.  i 


Also  available  lor 

BIRTHDAY  PARTIES  ■  SKATING  CLASSES  •  GROUP  OR  PRIVATE  PARTIES 

FUNDRAISERS  *  SCOUT  PROGRAMS 


$1.00  OFF     $1.00  OFF    $1.00  OFF    $1.00  OFF 


HILLER  FUELS  INC. 

147  Front  St.,  Marion,  MA  02738 

SALES  &  SERVICE 


O  A    HOUR  SERVICE 


(FOR  HILLER  CUSTOMERS) 


HEATING  OIL  •  KEROSENE 

PROPANE  •  HEATING  SYSTEMS 

BURNER  CONTRACTS 

TANK  INSTALLATION 

TANK  INSURANCE 

BUDGET  PLANS 

FREE  ESTIMATES 


748-0020 


Servicing  Mattapoisett,  Rochester,  Wareham,  N.  Acushnet,  Marion 
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LEGAL  NOTICES 


NOTICE  OF  PUBLIC  HEARINGS 
Notice  is  hereby  given  that  the  Mattapoisett 
Board  of  Appeals  will  hold  a  Public  Hearing 
on  the  following  applications  and  petitions: 

Applica  tion  of  John  S.  Cooper  of  45 
Main  Street,  Mattapoisett,  MA  02739  re 
property  located  at  45  Main  Street.  The 
applicant  is  seeking  a  Special  Permit  under 
Section  5.8.1.1  of  the  Zoning  By-Law  to 
amend  Board  of  Appeals  .Decision  #804  to 
change  the  use  of  the  third)  apartment  so  that 
it  can  be  rented  to  a  non-family  member.  The 
property  is  further  described  as  Plat  10,  Lot  37 
on  the  Assessors  Jvlap.  The  hearing  will  be 
held  in  the  Town  Hall  Conference  Room  on 
Thursday,  November  18, 1999  at  7:00  P.M. 
#863 

Application  of  Chris  O'Brien  and 
Alicen  Hand  of  129  Pleasant  Street,  East 
Walpole,  MA  02032  re  property  located  at  22 
Oliver  Street.  The  applicant  is  seeking  a 
Special  Permit  under  Section  3.1.2.2  of  the 
Zoning  By-Law  to  elevate  the  existing 
structure  to  add  a  second  floor  and  a  deck, 
which  will  not  meet  the  required  setbacks. 
The  property  is  further  described  as  Plat  5A, 
Lot  17  on  the  Assessors  Map.  The  hearing  will 
be  held  in  the  Town  Hall  Conference  Room 
on  Thursday,  November  18,  1999  at  7:20  P.M. 
#864 

Petition  of  David  J.  and  Susan  M. 
Todd  by  Thomas  O'Pezio  of  6  Hammond 
Street,  Mattapoisett,  MA  02739  re  property 
located  at  6  North  Street.  The  applicants  are 
seeking  a  Variance  under  Section  6.5  of  the 
Zoning  By-Law  to  construct  a  single-family 
dwelling  on  a  lot  that  does  not  meet  the 
frontage,  area  or  required  setbacks.  The 
property  is  further  described  as  Plat  9,  Lot  161 
on  the  Assessors  Map.  The  hearing  will  be 
held  in  the  Town  Hall  Conference  Room  on 
Thursday,  November  18, 1999  at  7:40  P.M. 
#865 

Petition  and  application  of  James  A. 
and  Elizabeth  M.  Dawson  of  83  Stonehenge 
Drive,  New  Canaan,  CT  06840  re  property 
located  at  30  Antassawamock  Road.  The 
applicants  are  seeking  a  Special  Permit  under 
Section  3.1.2.2  and  a  Variance  under  Section 
6.5  of  the  Zoning  By-Law  to  elevate  an 
existing  dwelling  on  a  new  foundation, 
construct  an  addition,  garage  and  deck  that 
will  not  meet  the  required  setbacks.  The 
property  is  further  described  as  Plat  15A,  Lot 
137  on  the  Assessors  Map.  The  hearing  will  be 
held  in  the  Town  Hall  Conference  Room  on 
Thursday,  November  18,  1999  at  8:00  P.M. 
#867 

Application  of  Caroline  Z.  Peck  of 
16  Milbrook  Road,  Medfield,  MA  02052  re 
property  located  at  4  Highland  Avenue,  PC. 
The  applicant  is  seeking  a  Special  Permit 
under  Section  3.1.2.2  of  the  Zoning  By-Law  to 
construct  an  enclosed  porch  to  an  existing 
nonconforming  structure.  The  property  is 
further  described  as  Plat  2A,  Lot  6  on  the 
Assessors  Map.  The  hearing  will  be  held  in 


LEGAL  NOTICES 


the  Town  Hall  Conference  Room  on 
Thursday,  November  18,  1999  at  8:20  P.M. 
#866 

Complete  applications  and  plans  as 
filed  are  available  for  inspection  in  the  Office 
of  the  Town  Clerk  during  normal  office  hours. 
Sincerely, 

Jeffrey  R.  Chase,  Chairperson 
Robert  Bertrand 
Nancy  L.  O'Brien 
Girard  F.  Oliva 
JackMcGiU  11/4,11/11 


NOTICE,  MATTAPOISETT 
RESIDENTS 

WATER  MAIN  FLUSHING 
Water  main  flushing  will  be 
conducted  on  November  8,  1999 
through  November  24, 1999. 
Flushing  will  begin  November  8  at 
8:00  P.M.  until  2:00  A.M.  Flushing 
will  be  continued  November  9, 
through  November  24  during  the 
daylight  hours  from  9:00  A.M.  to 
4:30  P.M.  Discolored  or  red  water 
may  be  expected  along  with  periods 
of  low  water  pressure  in  some  areas. 
Locations  most  likely  to  be  affected 
are  those  south  of  Route  6  extending 
from  Main  Street  east  to  Aucoot 
Road  and  including  Crescent  Beach, 
Point  Connett,  Hollywoods,  and 
Peases  Point.  Chlorine  will  be 
injected  into  the  system  before 
flushing  begins  and  will  continue  for 
a  period  after  flushing  is  completed. 
William  T.  Nicholson 
Superintendent  11/4, 11/11,  11/18 


SPORTS  TRIVIA 

1.  What  NFL  team  won  the  list 
Monday  Night  Football  game? 

2.  Name  the  only  current  Minnesota 
Vikings  player  who  played  for  Hall  of 
Fame  Coach  Bud  Grant? 

3.  The  NHL's  Boston  Bruins 
opened  its  1999-2000  regular  season 
with  a  3-1  loss  to  Carolina.  When  did 
the  Bruins  last  lose  a  season  opener? 

4.  Who  are  the  defending  men  and 
women's  champions  heading  into  the 
1 999  New  York  City  Marathon? 

5.  Whom  did  boxing  champ  Rocky 
Marciano  defeat  in  the  last  fight  of  his 
perfect  49-0  career? 

6.  Ken  Griffey  Jr.  led  the  American 
League  in  home  runs  for  the  third  con- 
secutive year  in  1999.  Who  was  the 
last  player  to  lead  the  AL  in  homers  in 
back-to-back-to-back  seasons? 

7.  Who  won  the  last  major-league 
baseball  game  played  in  Brooklyn's 
Ebbets  Field? 
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Lie.  No.  037601 
20  Years  Experience 


Free  Estimate  •  Tel.  758-9682 


PETER  M.  O'DONNELL 

SIDING  AND  ROOFING  CO. 

Vinyl  Siding  Roofing  Windows  Clapboards 

Gutters  Doors  Trim  Cedar  Shingles 


Christmas"  by  Craig  Courtney.  As  always,  the  audience 
will  have  the  chance  to  sing  along  with  the  chours  on 
several  familiar  Christmas  carols. 

Now  in  its  35th  season,  the  90-member  Sippican 
Choral  Society  is  under  the  direction  of  Peter  West,  with 
Corinne  Peck  as  accompanist.  The  group  performs  at 
least  two  concerts  every  year,  singing  the  works  of  the 
world's  great  composers,  as  well  as  works  from  the 
musical  theater. 

Last  December,  for  instance,  the  chorus 
performed  Le  Messe  de  Minuit  pour  Noel  by  Charpentier. 
This  past  Winter  and  Spring  the  Sippican  Choral  Society 
gave  two  performances:  Gilbert  and  Sullivan's  H.  M.  S. 
Pinafore  in  February  and  a  special  free  concert  of  Disney 
music  for  children  in  April.  The  chorus  also  sponsors 
Summer  Sings!  in  which  the  general  public  can  sing  with 
the  chorus. 

For  further  information  about  singing  the 
Sippican  Choral  Society  this  year,  please  call  chorus 
President  Anne  Harris  (748-1866)  or  Peter  McDonald  (748- 
0286).  If  you  plan  to  sing  this  season,  but  cannot  make  the 


Mattapoisett  Chiropractic 

& 
Sports  Medicine  Center 

Jeffrey  Swift,  D.C.,  D.A.B.CN. 


•Board  Certified  Diplomate:  American  Board 
of  Chiropractic  Neurology 

•Fellow  of  the  American  Back  Society 

•Chiropractic  Physician  affiliated  with: 


blue 


® 


PILGRIM 
Health  Care 


ue  9 

rtfl  Harvard  Community     111  ..  ,.   .„    ... 
\P  Health  PlaiWM»*^J     U  Unlled  Health 

Professional  healthcare  for  over  10  years  in  the  tritown. 

Located  in  the  "Pines  Professional  Building" 
Suite  D.,  Route  6,  Mattapoisett 

758-3666 


ROSEMARY  INN 


330  Main  Street,  Wareham,  MA 
(508)  295-5369 

New  England  Homestyle  Cooking 

Finnan  Tiaddie  •  Indian  Pudding 

Fresh  Native  Seafoods  &  More 


Enjoy  casual,  comfortable 

dining  in  one  of  our  4  dining 

rooms,  each  featuring  its  own 

style  of  warm  Colonial 

atmosphere. 


Start  your  night  with  a 

selection  from  our  beer  & 

wine  list  and  don't  forget  to 

save  room  to  finish  with  one 

of  our  homemade  desserts. 


Wednesday  &  Thursday 

Evenings  -  Soup  to  nuts 

specials 


Taking  reservations  for 
Thanksgiving 


Private  function  room 

available  Sunday,  Monday  & 

Tuesday 


October  29th,  Janet 

Ashton,  Historical 

Ballidere  for  your  dining 

pleasure. 


Come  and  see  the 
meticulous  renovations 

to  Warham's  own 
historic  Palmer  House. 


"Rosemary  for 
Remembrance" 


Breakfast  9am-ll:30am  •  Lunch  ll:30am-4pm  weekdays,  8am-2pm  Sundays  •  Dinner  4pm-close 
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CLASSIFIED  ADVERTISEMENTS 


CLASSIFIED  ADVERTISEMENTS 


LEGAL  NOTICES 


FOR  SALE  -  1995  Ford  Ranger  XLT  Extra  Cab 

-  5  speed,  good  on  gas,  49,000  miles,  ex.  cond., 

garaged,  bedliner.  $7,100.  (508)  758-2299 

FOR  SALE  -Older  model  Thomas  Organ  - 

Runs  well,  cabinet  in  good  condition.  $200. 

Magic  Chef  gas  range  -  Self  cleaning,  good 

condition.  $175.  Please  call  758-6734  evenings. 


Marion  Year  Round  Rental,  newer  home,  3 

bedroom,  FP,  beach  rights.  $1500. /mo.  Call 

Sharon  Simmons  758-4944 

\ 

'89  Toyota  Corolla  -  Standard,  well  main- 
tained, 2nd  owner.  $2,100.  Call  Sharon  997- 
,5250 

Babysitter  Wanted  -  Must  be  dependable  and 

have  own  transportation,  will  work  schedule 

around  right  person.  Students  welcome.  748- 

3037 

House  hunting? 

visit 

www.homesbygeorge.net 


Mattapoisett  Chowder  House,  kitchen  help 
wanted,  hours  and  salary  negotiable.  758^1782 


WINTER  RENTAL  -  Hamilton  Beach,  3  BR,  1 
bath,  deck,  gas,  cable  hookup,  well  insulated, 
Avail.  11/1/99-6/15/00,  $700.+  security,  refs. 
CALL  PAT  DuBOIS  REALTY,  (508)  748-0579 

UNIQUE  GIFTS,  accent  pieces  and  vintage 
items  are  at  the  Cottage  Garden,  50  Main 
Street,  Fairhaven  (opp.  Wah  May's)  Promot- 
ing the  work  of  local  artisans  from  glass 

blowers  to  scrimshanders,  potters  to 

woodcrafters,  painters  to  toymakers,  and 

more;  The  Cottage  Garden  is  a  fun  place  to 

browse.  Open  Wed,  Thurs,  Fri.  12-5,  Sat.  9-5, 

Sun  9-1.  Free  refreshments  every  Saturday. 

Stop  by  or  call  991-7446 

Selling  your  house? 

visit 

www.homesbygeorge.net 


ANGORA  RABBIT  WOOL,  $2.-$4.  oz.  cut/ 

combed,  $7.-$8.  oz.  plucked.  White  and 
colored  sheep  wool  also.  758-2175,  Rosemary 

ANGORA  RABBITS  -  $20.-$100  English, 
French,  Giant.  Pet,  show,  wool,  breeding. 
Grooming  available.  758-2175  Rosemary 


SALTY  DOG  RANCH  -  Pony  rides  every 

weekend.  $2.  Call  for  times.  English  & 

Western  riding  lessons.  758-2175  Rosemary 

Bunnies.  Angora /California  mix.  Ready  11/ 
11.  $10.  758-2175  Rosemary 


HOUSECLEAN1NG 
763-9516 


Room  to  Rent  in  Marion  Village.  Efficiency 

kitchen  and  bath.  $450.  per  month.  RACE  R.E. 

Call  748-0479 


CHILDREN'S  PARTY  ENTERTAINMENT 

Have  a  party  kids  will  love 

Invite  real  animals  and  (or)  reptiles 

Easily  done  inside  in  small  areas 

Safe,  fun,  not  messy,  reasonable  rates 

Animal  Hour  (508)  295-0761  or  993-1999 

FOR  RENT:  Apartment  -  Mattapoisett  Village, 

Large  Kitchen,  Hardwood  Floors,  LR,  DR, 

Two  Bedrooms,  Large  walk  in  closet.  First, 

Last.  References.  No  utilities  or  pets.  Owner 

occupied.  758-3124 


ST.  JUDE'S  NOVENA 

May  the  Sacred  Heart  of  Jesus  be  adored, 

glorified,  loved  and  preserved  throughout  the 

world  now  and  forever.  Sacred  Heart  of  Jesus, 

pray  for  us.  St.  Jude, worker  of  miracles,  pray  for 

us.  St.  Jude,  help  of  the  hopeless,  pray  for  us. 

Say  this  prayer  9  times  a  day.  By  the  8th  day 

your  prayer  will  be  answered.  Say  it  for  9  days. 

It  has  never  been  known  to  fail.  Publication 

must  be  promised.  Thank  You,  St.  Jude.  C.S. 


ST.  JUDE'S  NOVENA 

May  the  Sacred  Heart  of  Jesus  be  adored, 

glorified,  loved  and  preserved  throughout  the 

world  now  and  forever.  Sacred  Heart  of  Jesus, 

pray  for  us.  St.  Jude, worker  of  miracles,  pray  for 

us.  St.  Jude,  help  of  the  hopeless,  pray  for  us. 

Say  this  prayer  9  times  a  day.  By  the  8th  day 

your  prayer  will  be  answered.  Say  it  for  9  days. 

It  has  never  been  known  to  fail.  Publication 
must  be  promised.  Thank  You,  St.  Jude.  A.J.C. 


ST.  JUDE'S  NOVENA 

May  the  Sacred  Heart  of  Jesus  be  adored, 

glorified,  loved  and  preserved  throughout  the 

world  now  and  forever.  Sacred  Heart  of  Jesus, 

pray  for  us.  St.  Jude,worker  of  miracles,  pray  for 

us.  St.  Jude,  help  of  the  hopeless,  pray  for  us. 

Say  this  prayer  9  times  a  day.  By  the  8th  day 

your  prayer  will  be  answered.  Say  it  for  9  days. 

It  has  never  been  known  to  fail.  Publication 
must  be  promised.  Thank  You,  St.  Jude.  C.S.H. 


Thank  You  St.  Jude  for  Answering  my 
Prayers.  M.L.C. 


NEIGHBORS    HELPING 
Weekdays   9-12 

758-41  1  O 

Holidays   m 
7SO-4-90G 


NEIGHBORS 


Evening*, 


nd    Weekenda 


TOWN  OF  MATTAPOISETT 
CONSERVATION  COMMISSION 
LEGAL  NOTICE 
The  Mattapoisett  Conservation 
Commission  will  hold  a  public  hearing  on 
Monday,  November  8, 1999  at  7:30pm  in  the 
town  hall  on  the  Request  for  a  Notice  of  Intent 
submitted  by  David  J.  &  Nicole  Poitras.  The 
applicant  proposes  to  upgrade  two  (2) 
existing  cesspools  with  a  Title  5  Sewage 
Disposal  System  to  be  located  wthin  100  ft.  of 
a  Bordering  Vegetated  Wetland.  The  Leaching 
area  will  be  installed  55  ft.  from  the  edge  of 
the  B.V.W.  The  applicant  proposes  to 
construct  a  14'  x  16'  kitchen  addition  to  be 
located  35  ft.  from  the  edge  of  the  B.V.W.  and 
a  deck  to  be  located  45'  from  the  edge  of  the 
B.V.W.  The  property  is  located  at  133 
Fairhaven  Road,  is  further  identified  as  Lot  23 
on  Assessors  Map  21. 
Conservation  Commission        11/4 


TOWN  OF  MARION 

BOARD  OF  SELECTMEN 
INVrr  ATION  TO  BID 

The  Marion  Board  of  Selectmen 
invites  sealed  bids  for  the  printing  of  1,400 
copies  of  the  Annual  Town  Report  and  3,000 
copies  of  the  Annual  Town  Meeting  Warrent. 
Each  copy  of  the  Town  Report  will  contain 
approximately  250-275  pages  of  standard 
6"x9"  size  and  approximately  20  pictures 
scattered  throughout  the  report. 

Copies  of  previous  Town  Reports 
and  specifications  may  be  obtained  at  the 
Town  Administrator's  office,  Marion  Town 
House,  2  Spring  Street,  Marion,  MA  02738. 
Copy  will  be  camera  ready  and  half  tones  will 
be  required  of  the  photos.  Both  the  front  and 
back  covers  will  contain  color  photographs. 
Delivery  of  the  finished  report  to  be  delivered 
no  later  than  March  24,  2000  and  the  Warrant 
no  later  than  April  7,  2000  - 1300  copies  of 
each  regularly  bound  and  100  copies  spiral 
bound  with  Town  Meeting  Warrants. 

Sealed  bids  marked  "Annual  Town 
Report  Bid"  will  be  received  at  the 
Selectmen's  Office,  Marion  Town  House,  2 
Spring  Street,  Marion,  MA  02738  until  2:00pm 
on  Thursday,  November  18,  1999,  at  which 
time  they  will  be  publicly  opened  and  read. 

The  bidder  (contractor)  shall  be  a 
qualified  printer,  able  to  complete  the  job 
from  acceptance  of  copy  from  the  town  of 
Marion  to  delivery  of  the  completed  Town 
Reports  to  the  Town.  There  is  to  be  no 
subcontracting  or  jobbing  of  the  work.  The 
bidder  (contractor)  must  have  been  in 
business  at  least  five  years  at  the  time  of  the 
bid.  References  may  be  requested  of  the 
bidder.  The  Board  of  Selectmen  reserves  the 
right  to  reject  any  and  all  bids  or  to  accept  the 
bid  deemed  to  be  in  the  best  interest  of  the 
Town. 

Lorretta  B.  Schaefer,  Chairman 
Marion  Board  of  Selectmen       11/4,11/11 
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MARION  CHIROPRACTIC 


Alicia  M.  Crabbe  D.C. 

Care  given  with 

gentle  kindness  and  respect. 

Infants  to  Seniors 

Rte  #6,  Marion 
(508)  748-6632 


r 


first  rehearsal,  please  let  Anne  or  Peter  know  that  when 
you  call. 

Home  Rehabilitation  Loans 

Low-interest  home  rehabilitation  loans  of  up  to 
$25,000  are  now  available  to  home  owners  in  Bourne 
(Buzzards  Bay),  Marion  and  Rochester  who  meet  the 
income  criteria  in  a  new  state-sponsored  pilot  program 
offered  through  the  Wareham  Community  Development 
Authority  and  Department. 

"This  is  a  wonderful  opportunity  for  local  home 
owners  to  fix  up  their  homes  before  winters,"  said  Gus 
Yankopoulos,  Director  of  Wareham's  Community 
Development  Department.  "The  interest  rates  are  only 


fflS 


FULL 

LANDSCAPE 

SERVICE 


^. 


Tree  Trimming/Removal 

Spring/Fall  Clean-ups 

Sod  or  Seeded  Lawns 

Aerial  Bucket  Truck  Available 

Lawn  Maintenance 

Bobcat  Service 

Dump  Trips 

Stump  Grinding 

Bark  Mulch 

Loam 

Gravel 

Stone 


Year  Round 
Service 


FIREWOOD 


CALL 

748-2739 

Fully  Insured 


\S'cu4mtJlnA^m-*~   T 


.  .  .  aulcv  J/uxrrv  Vka,  tiaasiL 


Yankee  Candle 

Fragrance  of  the  month 

Harvest   20%  OFF 


Plus  your  favorite  country  collectibles  too.... 

UmAdy-i  Umx  Ufi  .  Uiuc  tUg>  .  Attic  (afcics 

■casstoacs  .  roUutemo  .  DoUstoacs  .  W«c  rotk 

Boyds  Bears  .  Araett  hii]    Classic  Pooh  .  Jaasla  C. 

Cats  Meow  .  YasJu<  Caaala  .  Crabtrcc  *  Evslya 


A  2-*tory  cspe  home  full  of 
baauoful  pictures,  potnry. 
clocks,  rup.  snd  much,  much 
mors  .  s  country  thoppi 


Shop  Hours: 
Mon  thru  Sat  I  O.S 
Thur  6-  Fri    til  7 
Sundays  12-5 


E-mail,  vslgfritxipl"  *ol  <-.ht.    W«os(t«:  hrep  V/Homcici.ne(/cuBtom«rs/vaJgifai 
Rt.    IB   &    105   nasi  to  Sovas  Plaza   -   Lakevilla,  MA  -  947-5157 

MMWIltM 


A  Primitive  Dwelling 

dlitlurtlvo  furslturt  g,  smbelUibmeoti 


We  feature  a  selection  or  distinctive 

17th  &  18th  century  reproduction  wood 

and  upholstered  furniture.... plate  and 

bowl  racks,  chandeliers,  redware, 

yelloware,  floor  cloths,  braided  rugs,  tin 

lamps,  candles  and  many  other 
embellishments  for  the  primitive  home! 


New  Arrivals 

Twig  &  Alpine 

Christmas  Trees 


508-758-3173 
4  Cnurcn  St.  Ext.  At  Rt.  6  -  Mattapoisett 
across  from  Mattapoisett  Animal  Hospital 


Hours: 

Tues.  thru  Sat  10-5 
Thurs.  til  7pm 
Sunday  12-5pm 
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CLASSIFIED  ADVERTISEMENTS 


'87  Chevy  P.U.  custom  delux  C-10  95K,  blue 
S950.  758-4528 

ART  LESSONS  -  MCCOY  STUDIO.  Learn  to 

draw  and  paint  using  various  media  for 

creative  expression.  Children  and  aduits 

welcome  (508)  997-5969 

FORT  LAUDERDALE,  FLORIDA  -  Fully 
furnished;  2  bedroom  with  garage,  pool 
facilities  -  on  golf  course,  9  miles  from  Ft. 
Lauderdale  Beach  $l,800^per  month  -  all 
inclusive,  available  February  and  April.  Call 
(508)  758-2822 

In  House  Day  Care  Needed  -  Mon.,  Tues.,  Fri. 

from  3  to  6:30pm  for  10  &  6  year  old  children. 

Own  transportation  necessary.  Will  consider 

responsible  high  school  student.  Please  call 

758-2812 

SEASONED  PINE  LUMBER  -  D  Select,  #1 

common,  standard  1"  boards  and  2"  planks  8" 

to  18"  widths  10  ft.  to  16'  50c  to  1.50/BF  Tel. 

994-2414 

1988  Toyota  Pick-up  4x4  extra  cab,  5  Sp.  175K 

mi.,  runs  good  S1500./BO;  Cast  Iron  citation 

wood  stove  new  Sl,300,  must  sell  $150.;  Large 

dog  kennel  $100.  Call  758-4039 


Interested  in  Selling  Your  Car  or  Truck?  Call 
me  999-0999  or  999-3800 

Sewing  Needs? 
You  reap  what  I  sew! 
Linda  763-3390 

SEASONED  FIREWOOD 

S135.  cord  (128.  c.f.)  delivered 

John  Boyd  748-2739 

FOR  SALE  -  A  HENRY  F.  MILLER  Grand 
Piano  758-2683 

FOR  RENT  -  5  room  apartment,  Dec.  1st,  no 
pets  $650.  758-2853  Ask  for  Ken 

ATTENTION  MOM'S  TO  BE  -  For  Sale:  Arm's 

Reach  Co.  sleeper  -  a  perfect  sleep  option  for 

the  nursing  Mom.  Also  converts  to  porto  crib. 

Paid  $200.,  asking  $100.  758-9849 

FOR  SALE:  Hearth  Mate  insert  woodstove. 
Placed  in  existing  fireplace.  $100.  758-6950 


CLASSIFIED  ADVERTISEMENTS 


PART-TIME  CHILD  CARE  WANTED: 

Seeking  responsible,  loving,  reliable  child  care 

for  2  1/2  year  old  girl  and  5  month  old  boy.  2- 

3  days  per  week,  8am-5pm.  758-9849 

Riding  Instruction  -  Training.  MA  licensed 

instructor  and  USDF  Bronze  medalist  will 

travel  to  your  barn.  Specializing  in  dressage. 

Horses  taken  in  training.  Accepting  students 

of  all  levels.  Reasonable  rates.  Beate  763-2844 

WASHER  &  DRYER  SET,  works  great, 
Kenmore,  gold.  $100.  firm.  758-9733 

FOR  SALE  -  5  thermal  pane  windows 

installation  unit  29"  x  53  1/4"  never  used. 

$100.  each  or  BO.  Hardrock  maple  5'  dining 

table  w/  4  chairs  $100.  Call  (508)  748-1771, 

leave  message 


1993  BMW  318, 1  owner,  great  condition,  4 

cylinder,  5  speed,  leather  interior,  low  mileage 

-  $11,000.  Serious  inquiries  only.  758-6384 

YAMAHA  ALTP  SAXAPHONE  WITH  CASE, 

EXCELLENT  CONDITION.  758-9366,  Leave 

Message 


MARION  -YEAR  ROUND  RENTAL  -  2 

bedroom  Cape  available  Nov.  1  -  $1200.  Call 

Susan  Haley  at  Jack  Conway  758-4944 

Old  Rochester  Regional  School  District  and 

Superintendency  Union  #55 

Full-Time  Special  Needs  Assistants 

Knowledge  of  child  development,  inclusion 

programs  and  behavior  management 

strategies  preferred. 

Please  send  cover  letter,  resume,  and 

references  to: 

Theresa  Hamm,  Director  of  Special  Needs 

Sippican  School,  16  Spring  Street,  P.O.  Box 

1290,  Marion,  MA  02738 

Deadline:  November  12, 1999 

E.O.E. 

WORK  FROM  HOME  -  P/T  $500.-$1500,  F/T 

$1500-$5000.  Make  your  own  hours.  We  are 

seeking  those  who  are  teachable  and  willing 

to  succeed.  Call  Now!  (888)  830-3417 

Mattapoisett  Center  -  2  BR  furnished  harbor 

view,  Nov.-July  $825.  with  all  utilities.  758- 

2669 


The  Wanderer 
Subscription  Form 


□  One  Year  $28 

□  6  Months  $14 

Mamp 

Address 

City 

State               Zip 

Starting  Date: 

□  Immediately 

□  Other: 

~]  Renewal 

Please  make  checks  payable  to: 
The  Wanderer 

Return  completed  form  to: 
The  Wanderer 
P.O.  Box  102 
55  County  Road 
Mattapoisett,  MA  02739 
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R.  William  Blasdale.  CFP 


SEAT 


uyrine.  s . 

Mark 


Lynne  T.  Nahigyan,  CFP 


FINANCIAL  SERVICES,  INC. 

FEE  ONLY 
Financial  Planning  and  Investment  Advisory  Services 

508-758-6159 

109  Fairhaven  Road,  Mattapoisett,  MA  02739 


five  percent,  and  home  owners  may  choose  from  several 
repayment  schedules." 

According  to  Mr.  Yankopoulos,  home  owners 
may  use  their  loans  to  pay  for  a  wide  range  of 
improvements,  such  as  upgrades  to  plumbing,  heating 
and  wiring,  carpentry,  lead  paint  removal,  installation  of 
insulation  and  storm  windows,  and  caulking.  Community 
Development  staff  members  will  assist  home  owners  in 
applying  for  the  loan,  choosing  and  paying  a  contractor  of 
choice,  and  finding  additional  home-related  programs  for 
which  they  may  qualify. 

The  Department  is  administering  the  year-long 
initiative,  one  of  two  pilot  programs  in  the  state  funded 
by  the  Massachusetts  Department  of  Housing  and 


PSYCHIC  FAIR 

Saturday,  Nov.  6  10am-4pm 
Tarot,  sychometry,  Reiki,  Spiritual  Readings 

20%  OFF 

All  Crystals,  Gemstones  and  Jewelry 
'til  November  6, 1999 


A      508-748-1900      % 

'  140  Wareham  Rd  ** 

n      Marion,  MA       9 

*   °2738  Jt 

New  Winter  Hours 
Open  Mon.-Fri.  10-5, 

Sat.  9-4 

Holistic  Resource  Center 

Sunflower  Station 


GLUCOSAMINE 
&  CHONDROITIN 

Double  Strength 
Sulfate  Tabs 
60  Tabs.  #3242, 
Reg.  $25.95  -  $21.95 
120  Tabs.  #3243, 
Reg.  $41. 95 -$37.95 
240  Tabs.  #3244, 
Reg.  $81.95 -$69.95 
As  recommended  in  The 
Arthritis  Cure  Book 


Classes  &   Workshops  Nov/Dec    1999 

(Registration  with  payment  required) 
MONDAY  11/8  Krinalu  Yoga  w/  Linda  Marcoux.  Exercise  for  body, 
mind,  soul  &  spirit.  Moderate  Level  II     7-8:30PM  6  wks.  $60. 
TUES  1 1/9  Meditation  &  Spiritual  Guidance  .  Mark  Crossland.  Learn 
to  quiet  the  mind  &  receive  intuitive  messages.  7-8:30PM  6  wks.  $75. 
TUES  1 1/9  Kripalu  Yoga  w/  Linda  Marcoux.  Exercise  for  body,  mind, 
soul  &  spirit.  Beginners  level.  9-10:30AM  or  7-8:30PM  6  wks.  $60. 
WEDNESDAY  1 1/3  Kundalini  Yoga  w/  Ann  Bramhall.  instructor. 
Synchronizes  the  body,  breath,  mind  and  soul  to  cope  effectively  with 
life's  challenges.  7:00-8:30PM  $60 

THURSDAY  9/17  Introduction  to  Tnrot  w/  Susan  Grace.  Achieve 
lu'gher  levels  of  awareness  by  interpreting  the  Tarot's  beautiful  & 
mysterious  images.7-9PM  5wks.$100 

MEDITATION  TUTORING  One  on  one  lessons  include  Reiki 
session,  chakra  readings  and  personal  instruction.  3  lessons  $95  by 
appointment.  Day  &  Evenings  available.  Mark  Crossland  Reiki  Master. 
REIKI  I  TRAINING  1 1/27  &  1 1/28  Learn  first  degree  Reiki 
healing  for  self  and  others  with  Mark  Crossland,  Reiki  Master 
10am-2pm2days  $110 

FRIDAY    12/10  Mother  Mary  Speaks.   With  Pamela  Edmunds. 
Group  Channeling  with  one  of  the  Ascended  Masters  to  help  you  upon 
your  path.  Bring  your  questions  to  be  answered.  7-9pm  $  15 
SATURDAY    1 1/13  Feng  Slmi  Workshop  with   Kathleen  Hoffman, 
Learn  how  to  make  immediate  changes  in  your  home  and  surroundings 
to  create  harmony,  wealth,  and  well  being   l-3pin  $  15 
BY  APPOINTMENT-  REIKI,  MASSAGE,  ASTROLOGY, 
TAROT  &  PSYCHIC  READINGS,  CHANNELING, 

POLARITY,    HYPNOTHERAPY,    RELEXOLOGY 
Contact    Crystal    Crossing    508-748-1900    for    appointments 
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CLASSIFIED  ADVERTISEMENTS 


CUSTOM  WINDOW  TREATMENTS 

All  types  of  window  treatments:  drapes, 

curtains,  balloon  and  roman  shades.  All 

custom  to  your  windows.  Also  cushion 

covers,  light  upholstery,  pillows  and  bedding. 

Call  Melinda  Eaton  758-9404 


Expert  repairs  on  Lamps  -  Bicycles  -  Some 
furniture  -  sharpen  most  blades  -  leave  all 
anytime,  repair  tag  on  shop,  cash  only  748- 
0527,  16  Maple  Ave,  off  Spring  St.,  Marion 


GIVE  RELAXATION  THIS  HOLIDAY 

SEASON 

CaringHands  BodyWork 

Gift  Certificates  Staring  at  $30. 

(508)  245-0953  -  Marion,  MA 

MASSAGE  THERAPY 

Deep  Tissue  -Therapeutic-Relaxation 

Lori  Anne  Cook,  LMT 

Ear  Coning  Available  (508)  748-1767  -Marion, 

MA 


HARRY  BENSON  -  HOME  REPAIRS 

Interior  &  Exterior  Painting,  Power  Washing, 

Wallpaper,  Decks  Built  &  Repaired, 

Carpentry. 

Reasonable  Rates.  -758-9839 

LOOK'S  ACRES  KENNEL 

BOARDING  DOGS  AND  CATS.  A  Home 

away  from  home  for  your  pet.  24  hour 

electronic  surveilance.  Call  763-5748 

PETER  M.  O'DONNELL  CONSTRUCTION 
Vinyl  Siding,  Aluminum  Gutters  and  Trim. 

Roofing,  Cedar  Shingles  and  Clapboard. 

License  No.  037601.  Insured.  Free  Estimates. 

758-9682 


GENERAL  HOUSECLEANING 

Homes  -Rentals  -  Summer  Cottages 

763-3746 


Inside  telephone  &  cable  TV  wiring.  Reason- 
able rates  -  29  years  experience.  748-2999 


1SLAMORADA,  FLORIDA  -1  bedroom  large 

condominium  with  porch,  sleeps  4,  salt  water 

beach,  fishing,  pool.  Jan.  22-29.  $750.  RACE 

REAL  ESTATE  748-0479 


CLASSIFIED  ADVERTISEMENTS 


Luxury  Condo  Rental  -  Nordic  Village  Resort, 

NH  -  indoor/outdoor  heated  pools,  fire- 
places, Jacuzzis  .  OFF  PEAK  Xmas  shopping/ 
getaway  Special  (Sun.-Thurs.)  Sleeps  2  $259. 
for  5  days,  4  nights,  sleeps  4  $295.'  Sleeps  6 
$375.;  11/15, 11/29, 12/6, 12/13.  Holidays 
11/22, 12/20  or  Nov.  &  Dec.  Weekends  $99- 
$130  night.  SKI  WEEKENDS  left  1/17, 1/23, 
1/30,  2/6,  2/27,  3/6, 3/13  -  call  for  rates  758- 
6768 


LIBBY'S  LANDSCAPING  &  BOBCAT 

SERVICE.  Lawns,  Gardens,  Maintenance,  Fall 

Clean-ups,  Snow  Removal,  FREE  Estimates 

763-9652 


Clean-ups  -Dump  Trips,  Heavy  Brush 
Cutting,  Chain  Saw,  Etc.  Jonathan  758-3347 


DRAFTING  SERVICE  -  House  Plans,  builder 

&  private  individuals,  40  years  experience, 

graduate  architect  engineer, 

Call  (508)  758-9328  George 

Clean-ups  -Dump  Trips,  Heavy  Brush 
Cutting,  Chain  Saw,  Etc.  Jonathan  758-3347 


Chiropractic  Office  -Help  Wanted  -  Part-time 
-  Call  (508)  758-3666 

Whisker  pole  (line  control  model)  approx. 

120"  collapsed  lenght  -  $350.;  Nicro  snatch 

blocks  (2)  $125.  pr.;  Simpson-Lawrence 

hyspeed  manual  anchor  windless  $500.; 

Mobri  S-2  radar  reflector  $50.;  Whale 

(elegance)  mixer  fauces  w/  hand  shower  $75.; 

Brass  trawler  style  anchor  lamp  $75.; 

Chutescoop  spinnaker  sock  (32'-38'  luff)  $100.; 

Canvas  winch  covers  $8.  pr.;  Schaeffer 

stainless  "05"  block  $20.;  Teak  hand  rails  (5 

loop)  $40.  pr.;  Edson  destroyer  wheel  (24")  w/ 

leather  kit  $75.;  Teak  items:  book  rack  $15.; 

Cup  and  dish  rack  $50.;  Flagstaff  (36")  $10.; 

Mahogany  folding  boarding  ladder  $35.; 

Call  (508)  998-2362 


Year  round  town  houses  -  MARION 

VILLAGE,  tucked  away  with  decks  &  patio,  2 

bedroom,  2  bath  multi-level  home  $1200.  per 

month.  RACE  REAL  ESTATE  748-0479 


Our  Classified  Advertisements  are  now 
available  on  our  web  page  at:  www.wanderer.com 


CLASSIFIED  INFORMATION 


CLASSIFIED  RATES: 

Classified  Advertisements  are  $3.00  for  3  lines 

or  less  per  week. 

Each  additional  line  is  $1.00  per  week. 

CLASSIFIED  POLICY: 

All  Classified  Advertisements  must  be 
PREPAID  and  will  not  appear  until  payment 
is  received.  WE  CAN  NOT  TAKE  ANY 
CLASSIFIED  ADVERTISEMENTS  OVER 
THE  PHONE. 

MAILING  CLASSIFIED  ADS: 

Ads  can  be  mailed  with  payment  to  P.O.  Box 
102,  Mattapoisett,  MA  02739, 

DROPPING  OFF  CLASSIFIEDS: 

or  dropped  by  our  office  at  55  County  Road  in 
Mattapoisett,  Monday-Friday,  9am  to  3pm. 

CLASSIFIED  DEADLINE: 

Monday  at  1:00  pmfor  the  following 
Thursday 's  paper : 

CLASSIFIED  GUIDELINES: 

•As  a  general  rule  there  are  appoximately  6 
words  per  line  in  a  standard  classified  ad. 

•  Blank  Lines  CAN  NOT  be  used  in  Classified 
Advertisements. 

•There  is  NO  BOLD  FACE  TYPE  in 
Classified  Advertisements  -  Only  UPPER 
CASE  and  lower  case  lettering. 

•  No  Graphics  may  be  used  in  Classified  Ads. 

LEGAL  ADVERTISEMENTS: 

•  Legal  Ads  are  50$  per  line,  at  a  minimum  of 
$10.00  per  ad. 

•  Conservation  Commission  Advertisements 
are  $10  per  insertion. 
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BABBITT  WOODWORKS 

SHAKER  FURNITURE 

CUSTOM 

KITCHEN 

CABINETRY 

Monday  -  Friday  10am-5pm 

Saturday  by  chance  or  appointment 

40  Marion  Road    Mattapoisett 

(Behind  Oxford  Creamery) 

758-4599 


Community  Development.  For  more  information,  please 
call  the  Wareham  Community  Development  Department 
at  295-9344  and  ask  for  "housing  assistance." 

Plumb  Memorial  Library 

Book  Appraisals 

Bring  in  your  old  books  for  appraisal  by  James 
Visbeck  of  Isaiah  Thomas  Books  and  Prints.  He'll  let  you 
know  what  they're  worth!  The  appraisal  will  take  place 
on  Wednesday  November  17  at  7:00  pm  at  the  Plumb 
Memorial  Library. 
Rochester  Shop 

The  Rochester  Shop  at  the  Plumb  Memorial 
Library  has  new  items  of  interest  to  Rochester  and  area 
residents.  Color  postcards  of  various  local  sites  are  now 
available.  Postcards  are  35  cents  each  and  proceeds  benefit 
the  Rochester  Historical  Society. 

The  library  now  has  town  zoning  maps  for  sale  at 
$2  each  (or  $5  for  laminated  maps).  Proceeds  from  the  sale 
of  maps  will  benefit  the  Town  of  Rochester. 

In  addition  to  these  new  items,  the  library  has 
other  Rochester  gift  items  including:  ornaments,  historic 
maps,  black  and  white  postcards,  plates,  afghans,  books, 
shirts,  and  prints.  The  sale  of  these  items  benefits  local 
non-profit  organizations,  including  the  Rochester  Land 
Trust,  the  Rochester  Historical  Society,  and  the  Rochester 
Woman's  Club. 

The  Plumb  Memorial  Library  in  Rochester  can  be 


NOW  OPEN 

A  Co-operative  Bn 
New  Bedford,  MA. 


Tel/Fax:  (508)  992-8878  -  Call  Now 

Acusnhet  River  Antiques 
40  Dealers 

Antiques  •  Furniture  •  Accessories 

Lighting  •  Rugs  •  Jewelry,  Etc. 
Considering  Select  Consignment 


Acushnet  River 


Acushnet  River 
Antiques 


Kyier  Seafood 
!  Cape  Cod  Ex|t16Ef 


Route 


195X 


Exit  16 


N.B.AnHi 


McG 

ues^ 


na 


_    Kilburn  Street 


>Coggeshall  Street  £ 
o 


Route  195 


Providence 


accessed  via  the  internet  online  at  htrp:// 
www.geocities.com/~plumblibrary. 

Sippican  Senior  Travelers 

Following  are  upcoming  trips  sponsored  by  the 
Sippican  Senior  Travelers.  For  more  information  or  to 
make  reservations  for  any  of  these  trips,  please  call  748- 
1467: 

•  December  31, 1999  -  New  Year's  Party  at  the 
Marriott  in  Westboro,  MA.  Welcome  2000  with  a  boneless 
chicken  dinner,  hats,  noise  makers,  glass  of  champagne, 
and  music  by  "After  Six"  to  dance  to.  Cost  is  $43  per 
person. 

•  January  23,  24  and  25,  2000  -  Atlantic  City, 


FUNERAL 
TRUST' 


758-2292 


• 


50  COUNTY  ROAD,  ROUTE  6 

P.O.  BOX  1447 
MATTAPOISETT,  MA  02739 


SAUNDERS-DWYER 

MA  TTAPOISETT 

Home  For  Funerals 

Our  Family  Serving  Your  Family" 

RICHARD,  RICK  &  BILL 


T 


RE       . 
UGHT 


FUNERAL  PLANNING 
Wake  it  easier  for  those  you  Cove 


Serving  All  Faiths 
Family  owned  and  operated 
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CLASSIFIED  ADVERTISEMENTS 

CLASSIFIED  ADVERTISEMENTS 

BOB  ADAMS  -  PAINT  &  PAPER 

Interior  Painting  &  Wallcovering  /Exterior 

Painting  &  Staining.  FREE  ESTIMATES.  Call 

758-2822 

ROSELAND  NURSERY  &  FLORIST 

247  Main  St,  Acushnet 
998-2110  Florist,  995-4212  Nursery 

WILL  CLEAN 

Attics,  Cellars,  Barns,  etc. 

for  contents  and/or  small  fee 

Dump  Runs  also  done 

Call  R.  Menard  758-3505 

PROFESSIONAL  SECRETARIAL  SERVICES 

Letters,  Reports,  Forms,  Spreadsheets 

Professional  -  Confidential 

RESUME  SERVICE 

Call  Pat      758-9609 

Art  Lessons,  Fox  Run  Studio  offers  Private 

Instruction  in  all  mediums.  Children  and 

adults,  coastal  watercolors,  commissions 

accepted.  758-9240. 

For  Washer  /Dryer  Repairs 

Call  Dick  Fluegel  at  758-4650 

(Retired  from  Masse's  Appliance). 

MIKE'S  APPLIANCE  -  Sales  and  Service  - 

Experienced  with  all  brands.  Also  available 

evenings,  weekends  and  holidays. 

Call  Mike  Healy  at  748-2557 

PETER  A.  WEST 

piano  tuning  &  repairs 

758-6568 

SULLIVAN'S  PLUMBING  &  HEATING 
well  pumps,  water  heaters,  faucet  replace- 
ment, all  plumbing  and  heating.  Ma.  license 
#20445.  Insured.  758-2341 

All  Types  of  Alterations 

Men's  -Ladies  -  Children 

IT'S  SEW  EASY 

Tailoring  by  Mario  &  Lucy  Luzza 

62  Marion  Rd.,  Mattapoisett 

(508)  758-8983. 

Buying  old  cookbooks,  children's  books  - 

Cherry  Ames,  Tom  Swift,  Bobbsey  Twins  etc. 

and  magazines  -Life,  National  Geographic, 

Saturday  Evening  Post  1950  or  older.  Please 

call  763-3038 

RETIRED  ELECTRICIAN  -  Some  Jobs  Too  Big 

-  None  Too  Small.  Fixture  &  Lamp  Repairs, 

etc.  Call  992-5666  Russell  I.  Peirce  Lie. 

#13971E. 

FED  UP  WITH  HAM  &  EGG  CARPENTRY? 

For  old-fashioned  quality,  try  "The  Old 

Master  Craftsman".  R.  Scott  Armbruster  758- 

2891  for  all  phases  of  repair,  remodeling  and 

new  construction. 

PAINTING  SERVICE  CO. 

Complete  Interior  -  Exte'rior  and  Wallpaper 

Fully  Insured.  763-8512 

BUYING  almost  anything  old:  bottles,  milk 
bottles,  cranberry  items,  magazines,  furniture, 
glassware,  toys,  boxes,  tools,  cookbooks,  iron, 

pottery,  paintings,  prints,  hunting/fishing 
items.  763-3038 

ROOF  IN  DISREPAIR? 

Call  THE  ROOF  DOCTOR.  We  guarantee  a 

quick  recovery  with  an  immediate  house  call. 

Licensed  &  Insured.  758-3946 

HOUSE  PAINTING 

KT  Enterprise  -  Exterior,  interior  painting  and 

wallpaper,  call  for  free  estimate.  758-4645 

Licenced  &  Insured 

Moving?  Two  men  and  clean  enclosed  truck 

for  hire.  Licensed  and  insured  local  and  long 

distance  moving.  $60.00/hr.  D.P.U.  #29374. 

(508)  992-4021. 

Massage  Therapy  by  Lucille 

Student  of  Kria  Massage 
Student  Prices,  call  992-4358 

CHARLIE'S  MAINTENANCE  SERVICE 

Painting  (Exterior  &  Interior) 

Power  Washing  -Wallpaper 

Free  Estimates  -Fully  Insured 

CALL  748-1635 

DUMP  RUNS  "PRICED  RIGHT" 

Will  clean  and  haul  away  refuse,  tires,  etc. 

From  yards,  cellars,  etc.,  Also,  tree  trirnming, 

etc.  "Your  Handyman"  992-7053 

Voice  Lessons 
Call  Joyce   758-2014 

SONNY'S  SALES  AND  SERVICE 

Sewing  Machines-Vacuums-Small 

Appliances-Scissors 

Pick-up  and  Delivery    758-6438 

FAMILY  AFFAIR 

Lawns-Gardens-Yard  Care 

758-6438 

K  W  POWERWASHING  &  PAINTING 

INTERIOR-EXTERIOR  -11  YEARS  OF 

REFERENCES 

Fully  Insured 

CALL  KEVIN  AT  (508)997-2892 

FRESH  COATS 

Painting  &  Wallpapering 

WOMAN  OWNED  &  OPERATED 

508-990-2200. 
Neat,  professional  &  fully  insured 

DUMP  TRIPS 

BRUSH  &  SMALL  TREE  REMOVAL 

Call  R&R  at  758-3505 

Our  Classified  Advertisements  are  now 
available  on  our  web  page  at:  www.wanderer.com 

The  Wanderer 


The  Wanderer  is  distributed  to  the  public 
free  throughout  Mattapoisett,  Marion, 
Rochester,  Acushnet  and  Fairhaven,  as  well 
as  the  surrounding  communities. 

Mailing  Address: 

The  Wanderer 
P.O.  Box  102 
Mattapoisett,  MA  02739 
Office: 

55  County  Road  (Route  6) 
Mattapoisett 

Telephone:  (508)  758-9055 

FAX:  (508)  758-4845 


Internet: 


E-mail: 


www.wanderer.com 


aardvark@wanderer.com 


Deadlines: 

(Display  Ads)  Friday  at  3pm 

(All  Others)  Monday  at  1pm 
Office  Hours: 

Monday,  Thursday  & 

Friday  9am-3pm 
Staff: 

Paul  R.  Lopes,  Editor 
Kenneth  J.  Souza,  News  Editor 
Kay  Nichols, 

Advertising  Representative 
Mary  Redman, 

Advertising  Representative 
Rebecca  Fortin,  Staff 

©  1999  Wanderer  Com,  Inc. 
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FREDDIE'S 

PACKAGE  STORE 

59  County  Road  (Rt.  6)  Mattapoisett 

H    758-3821  CO 


Claridge  Hotel  and  Casino.  Includes  three  days'  luxury 
accommodations,  $30  cash  bonus,  plus  $10  deferred  and 
luxury  motorcoach.  Cost  is  $109  double  occupancy,  $105 
triple  occupancy,  or  $139  single. 

•  May  1-5, 2000  -  Wildwood,  NJ  at  Aqua  Beach 
Motel.  Includes  two  dinners  and  breakfasts,  two  trips  to 
Atlantic  City  with  bonus,  Dixieland  Cruise,  visit  to  Cape 
May.  Cost  is  $240  double  occupancy  per  person,  $230 
triple,  or  $310  single. 

•  Foxwoods  Trips  -  November  18,  and  December 
16.  Bus  departs  from  Marion  VFW  at  7:30  am.  Trips 
include  $10  food,  $10  match  play,  and  $10  Keno  (subject  to 
change).  Cost  is  $14  per  person. 

Child  Care  Financial  Aid 

If  it  seems  like  most  of  the  money  that  you  earn  as 
a  working  parent  is  going  right  back  out  again  to  pay  for 
preschool  or  child  care,  Community  Partnerships  for 
Children  may  be  able  to  offer  some  help.  Through  a  grant 
program  from  the  Massachusetts  Department  of 
Education,  working  families  are  offered  subsidies  based 
on  a  sliding  scale.  The  Early  Childhood  Office  for  the  Old 
Rochester  Regional  School  District  manages  this  program 
for  residents  of  Marion,  Mattapoisett,  and  Rochester  who 
earn  a  state  median  income  or  less  ($54,000  for  a  family  of 
four). 

Several  local  preschools,  child  care  centers,  and 
family  child  care  providers  are  a  part  of  Old  Rochester's 
partnership.  Families  may  also  choose  a  child  care 
provider  outside  the  tri-town  area  if  it  meets  the  criteria 
established  by  the  Community  Partnerships  grant.  Funds 
are  currently  available  and  are  awarded  on  a  first-come, 
first-served  basis.  For  more  information,  please  call  the 
Early  Childhood  Office  at  748-1863. 


ttomz  Health  Can 


•  Personal  Care    S> 

•  HOMEMAKING 


•  Companionship 
«nj  J*       •  Hospice  Support 

...  A  Conscientious  Team  . . . 
Sharing  a  Unique  Philosophy  of  Care 


TERRI  TRIPP 

President 


(508)  748-3066 


Marion  Antiques  Shop 

ESTATE  ANTIQUES 
PURCHASED  AND  APPRAISED 

TOP  PRICES  PAID  FOR: 

Antiques 

Oriental  Rugs 

Wicker 

Glass  and  China 

Fine  Furniture 

Paintings  and  Prints 

Old  Toys  and  Dolls 

Silver  •  Clocks 

Linens  •  Jewelry 

Decoys  •  Books 

Military  •  Nautical 

Postcards 

and  Other  Collectibles 

335  WAREHAM  ROAD 
ROUTE  6,  MARION 

748-3606  •  1-800-698-3606 

Frank  McNamee 
Member:  New  England  Appraisers'  Association 
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MATTAPOISETT 
1  CHOWDER  HOUSE * 

2  for  1  Baked  Stuffed 

Scrod  Dinners    Shrimp  Dinner 

llam-5pm  Sun.-Thur.    llam-5pm  Thur.  Only 


Plenty  of 

Native  Bay 

Scallops 


3o/l^-~ 


For  the  freshest  in  Seafood  - 
Visit  our  fully  stocked  Fish  Market 


Serving  Beer  &  Wine 

758-2333  or  758-4782 

20  County  Road,  Route  6, 

Mattapoisett 

Major  Credit  Cards  Accepted 


Restaurant  &  Take  Out 
Sun.-Thurs.  11-8 
Fri.  &  Sat.  11-9 

Market: 

Sun.-Thurs.  8-8 
Fri.  &  Sat.  8-9 


Local  Tides 

Date 

Day 

High 
a.m. 

p.in. 

Low 
a.m. 

p.m. 

November  4 

Thurs. 

4:47 

5:09 

11:22 

11:31 

November  5 

Fri. 

5:34 

5:55 

12:04 

November  6 

Sat. 

6:17 

6:37 

12:04 

12:39 

November  7 

Sun. 

6:58 

7:17 

12:32 

1:10 

November  8 

Mon. 

7:38 

7:57 

1:00 

1:38 

November  9 

Tues. 

8:18 

8:37 

1:28 

1:45 

November  10:  Wed. 

8:57 

9:17 

1:59 

2:37 

November  11:  Thurs. 

9:37 

9:59 

2:31 

3:09 

November  12:  Fri. 

10:19 

10:44 

3:06 

3:45 

November  13:  Sat. 

11:04 

11:34 

3:44 

4:25 

November  1;! 

:    Sun. 

11:54 

4:28 

5:11 

November  15:  Mon. 

12:28 

12:48 

5:18 

6:03 

November  16:  Tues. 

1:26 

1:46 

6:18 

7:03 

November  17:  Wed. 

2:23 

2:44 

7:26 

8:05 

November  18:  Thurs. 

3:18 

3:39 

8:37 

9:07 

November  19:  Fri. 

4:10 

4:31 

9:44 

10:04 

November  20:  Sat. 

5:00 

5:22 

10:44 

10:57 

November  21:  Sun. 

5:48 

6:11 

11:39 

11:47 

Phases 
of  the 
Moon 

New  Moon 
First  Quarter 
Full  Moon 
Last  Quarter 

November  7th 
November  16th 
November  23rd 
November  29th 

EXCAVATING 

Septic  Systems  Installed 

Land  Clearing  -  Stump  Disposal 

Backhoe  Service  -  Gravel  -  Woodchips 

Sand  -  Fill-  Loam  -  Stone 


s 

^Sl 

rrJ  —  <£\!<£\  *E5>  IE* 

1962 


1999 


37 

Years 

Frank  J.  Linhares  Co.  Inc. 

748-2898  •  758-4456 
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WE  NOW  HAVE  2  PARTY  PACKAGES!!! 


\^0  Qlf  ATlNft  PPMTPP 


SKATING  CENTER 


Healthy,  Fun  A  Inexpensive.  .  .  Roller  Skating  FUN  for  the  whole  familyl 


TINY  TOT 
BIRTHDAY  PARTIES 

Skate  with  Children  Your  Own  Age! 

For  Ages  8  A  Under 
Wednesday  A  Saturdays 
10:00  -  11:30  AM 


Look  at 
what  you  get.  . 

Admission 

Skate  Rental  (if  needed) 

(Roller  Blade  Rentals  $3.00  Extra) 

Punch 

Birthday  Cake 

(feeds  up  to  20  guests)   ^y 

Balloons  <*  *V*  q 

Invitations  *s//C    Z^j 

Party  Hostess     JTC7    ^-C 

Game  Tokens     Afe/.     J^0* 

Coupon  Booklet  ^^/JL* 

Gift  for  Birthday  Child         v 

Your  own  Party  Table  and  Place  Settings 

*      Minimum  of  10  people  per  party  and  $6.50  each 
additional  guest.  $25.00  non-refundable  deposit  and 
advance  reservations  required!  A  15%  tax  and  tip 
gratuity  will  be  added  to  each  bill.  No  outside  food  or 
drink  is  permitted. 
Sorry,  no  checks  accepted,  Cash,  AA/C  or  Visa  only. 

EXTRAS 

Pitcher  of  Punch $5.00 

Party  Favor  Bogs  (each)  $2.00 

Cake(feeds  up  to  20 guests)   $10.00 

Roller  Blade  Rentals   $3.00 


MasterCard 


Look  at 
what  you  get.  . 

•  Admission 

•  Skate  Rental  (if  needed) 

(Roller  Blade  Rentals  $3.00  Extra) 
Slice  of  Pizza 
Soda 
Birthday  Cake 
(feeds  up  to  20  guests) 
■     Balloons 
•     Invitations 

•  Party  Hostess 

•  Game  Tokens 

•  Coupon  Booklet 

•  Gift  for  Birthday  Person 

•  Your  own  Party  table 
and  Place  Settings  for 
2  Hours 

•  Minimum  of  10  people  per  party 
and  $8.50  each  additional  guest. 
$25.00  non-refundable  deposit  and 

advance  reservations  required!  A 
15%  tax  and  tip  gratuity  will  be 
added  to  each  bill.  No  outside  food 
or  drink  is  permitted. 
Sorry,  no  checks  accepted.  Cash,  M/C  or 
Visa  only. 

EXTRAS 

Whole  Piz2a  (8  slices) $8.00 

Pitcher  of  Soda  $5.00 

Roller  Blade  Rentals   $3.00 

Party  Favor  Bags  (each)  $2.00 

Cake  (feeds  up  to  20  guests)   $10.00 

WEDNESDAY       FRIDAY         SATURDAY        SUNDAY 

6:30 -8:30  PM  4«)-6«)PM    1:00- 3:00  PM    1:00- 3:00  PM 

7:00-9:00PM    3:30  -5:30  PM  3:30 -5:30  PM 

7:00 -9:00  PM  6O0-8O0PM 


Call  today  for  reservations 
508-996-4828  or  800-870-4828 

4  DAVID  DROWN  BLVD.  •  FAIRHAVfcH  MA  02719 


MasterCard 
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ROUTE  6,  FAIRHAVEN 
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96  MAZDA  626  DX 

5  Speed,  Air,  33,000  Miles 


Only  $9,995 


93  NISSAN  SENTRE  4  DOOR 

Automatic,  Air,  1  owner Only  $3,495 


96  MERCURY  GRAND  MARQUIS  GS 

V8.  Fully  Loaded,  36,000  Miles Only  $14,995 

98  FORD  WINDSTAR 

7  Passenger,  V6  Automatic,  Loaded Only  $10,995 


94  FORD  TAURUS  GL 

V6,  Fully  Loaded,  64,000  Miles 


90  MERCURY  SABLE  WAGON 


Only  $6,995       V6,  Loaded,  3rd  Seat 


Only  $2,995 


89  DODGE  SPRINT 

4  Door,  Automatic,  Air,  Alarm 


Only  $2,995 


97  TOYOTA  CAMRY  LE 

Automatic,  Loaded,  Power  Roof,  37K 


Only  $15,495 


99  FORD  TAURUS  SE 

V6  Fully  Loaded,  Power  Seat,  ABS,  1000  Miles    Only  $14,995 

93  HONDA  ACCORD  LX  WAGON 

Automatic,  Fully  Loaded Only  $7,995 


90  MERCURY  GRAND  MARQUIS  LS 

V8,  Fuly  Loaded : Only  $3,995 


97  MERCURY  VILLAGER 

V6,  Fully  Loaded,  Power  Seats,  2  Tone 


Only  $14,995 


97  PONTIAC  GRAND  PRIX  SE 

V6,  fully  loaded,  36K Only  $13,995 


TRUCKS 


Many  Other 
Trucks  Available! 


96  OLDS  CUTLAS  CIERA  LS 

40,000  Miles,  Every  Option,  Like  New Only  $8,995 


91  GMC  JIMMY  SLE  4X4 

4.3L  V6,  Fully  Loaded,  Alarm 


Only  $7,995 


95  FORD  ESCORT 

5  speed,  air,  50K 


Only  $5,695 


96  JEEP  GRAND  CHEROKEE  LAREDO  4X4 

6  Cylinder,  Fully  Loaded,  64K  Only  $1 5,995 


97  MAZDA  626  DX 

Automatic,  Air,  40K 


Only  $10,995 


93  FORD  F250 

6  Cyl.,  5  Speed,  78,000  Miles 


Only  $7,995 


95  CHRYSLER  CONCORDE 

V8,  Fuly  Loaded,  Clean 


Only  $7,995 


91  FORD  F150  XLT  LARIAT 

6  Cyl.,  Fully  Loaded 


Only  $6,695 


93  FORD  T-BIRD  SUPERCOUPE 

Loaded,  Power  Roof,  70K  Miles Only  $7,995 


90  BUICK  LESABRE 

V6,  Fully  Loaded,  Alarm 


Only  $3,995 


97  ISUZU  HOMBRE  PICK-UP 

5  Speed,  Power  Steering,  30,000  Miles Only  $7,995 

94  FORD  E150  MARK  III  CONVERSION  VAN 

V8  Automatic,  Loaded,  TV,  VCR Only  $12,995 


95  OLDS  CUTLASS  SIERRA  SL 

V6,  Loaded,  53,000  Miles Only  $7,995 

86  VOLVO  740  GLE  WAGON 

Automatic,  Loaded,  Clean Only  $3,495 

98  VOLVO  V70  WAGON 

Automatic,  Loaded,  heated  Seats,  factory  Alarm  Only  $22,995 

86  MERCEDES  300  SDL 

Diesel  Turbocharged,  Leather,  Power  Roof 


95  CHEVY  2500  EXTRA  CAB  4X4 

Silverado,  454,  V8  Automatic,  Loaded,  50K  MilesOnly  $17,995 

97  DODGE  RAM  1500  EXTRA  CAB 

4x4,  SLT,  360  V8  Autobatic,  Loaded Only  $17,995 


95  CHEVY  S10  EXTRA  CAB 

Automatic,  Air,  62,000  Miles 


Only  $8,995 


Only  $7,995 


93  DODGE  DYNASTY  4  DOOR 


V6,  Fully  Loaded,  56,000  Miles 


Only  $5,995 


97  MERCURY  MOUNTAINEER  4X4 

V8,  Loaded,  Leather,  Power  Roof,  CD,  40KMiles  Only  $19,995 

95  DODGE  RAM  1500  EXTRA  CAB  SLT 

V8  Automatic,  Fully  Loaded,  37,000  Miles  Only  $1 4,995 


